rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date,; 

Request.: 

Submitter...: 
Request Type: 
Activity... . : 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru : 

pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML9 

E-CTBWT 

1 




0.3127 

- 

310 

11/07/97 

7:11 

AM 

ML 8 

E-CTBWT 

2 




0.8056 

- 

310 

11/07/97 

8 :11 

AM 

ML8 

E-CTBWT 

3 




0.8141 

- 

310 

11/07/97 

8:11 

AM 

ML8 

E-CTBWT 

4 




0.8118 

- 

310 

11/07/97 

9:11 

AM 




Average 


0.8111 









Std 

Dev 

z 

0.0038 






ML8 

E-CWT 

1 




1.1081 

- 

310 

11/07/97 

7:11 

AM 

ML 8 

E-CWT 

2 




1.1014 

- 

310 

11/07/97 

8:11 

AM 

ML 8 

E-CWT 

3 




1.1099 

- 

310 

11/07/97 

8:11 

AM 

ML 8 

E-CWT 

4 




1.1063 

” 

310 

11/07/97 

9:11 

AM 




Average 


1.1064 









std 

Dev 

: 

0.0037 






ML 8 

E-P+PWT 

1 




0.2954 

- 

310 

11/07/97 

7:11 

AM_ 

ML 8 

E-P+PWT 

2 




0.2958 


310 

11/07/97 

8:11 

AM 

MLS 

E-P+PWT 

3 




0.2958 

- 

310 

11/07/97 

8:11 

AM 

MLS 

E-P+PWT 

4 




0.2944 


310 

11/07/97 

9:11 

AM 




Average 


0.2954 









Std 

Dev 


0.0010 






ML 8 

FTC-BUTT 

1 




39.0000 

- 

PC398 

11/12/97 

10 :11 

AM 




Average 


39.0000 









Std 

Dev 

: 

0.0000 






ML8 

MA-CO 

1 

6699 

1 

2 

26.14Q0 

- 

58 

11/07/97 

2 : 11 

PM 

MLS 

MA-CO 

2 

6699 

1 

7 

28.1000 

“ 

58 

11/07/97 

2:11 

PM 

ML8 

MA-CO 

3 

6699 

1 

12 

27.6800 

- 

58 

11/07/97 

2:11 

PM 

ML8 

MA-CO 

4 

6699 

1 

18 

27.9200 


58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

5 

6699 

2 

2 

28.1400 

" 

58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

e 

6699 

2 

7 

28.0800 

- 

58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

7 

6699 

2 

12 

27.6500 

- 

58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

8 

6699 

2 

18 

27.3700 

- 

58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

9 

6699 

3 

2 

26.8000 

** 

58 

11/07/97 

2:11 

PM 

ML 8 

MA-CO 

10 

6699 

3 

7 

27.1000 


58 

11/07/97 

2:11 

PM 

ML8 

MA-CO 

11 

6699 

3 

12 

25.7500 

" 

58 

11/07/97 

2:11 

PM 

MLS 

MA-CO 

12 

6699 

3 

18 

28.7500 


58 

11/07/97 

2:11 

PM 

MLB 

MA-CO 

13 

6699 

4 

2 

27.1900 

- 

58 

11/10/97 

11:11 

AM 

ML8 

MA-CO 

14 

6699 

4 

7 

27.1500 

- 

58 

11/10/97 

11:11 

AM 

ML8 

MA-CO 

15 

6699 

4 

12 

28.3300 

- 

58 

11/10/97 

11; 11 

AM 

ML 8 

MA-CO 

16 

6699 

4 

18 

25.1700 

- 

58 

11/10/97 

11:11 

AM 

MLB 

MA-CO 

17 

6699 

5 

2 

27.1000 


58 

11/10/97 

11: IX 

AM 

ML 8 

MA-CO 

18 

6699 

5 

7 

25.8400 

- 

58 

11/10/97 

11: 11 

AM 

ML 8 

MA-CO 

19 

6699 

5 

12 

25.9600 

“ 

58 

11/10/97 

11:11 

AM 

ML 8 

MA-CO 

20 

6699 

5 

18 

26.0500 

- 

58 

11/10/97 

11:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 
Request.....: 
Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA has NOT HAD FINAL REVIEW/APPROVAL: subject to change **** 


Sample Test # Grp Ru Pt Data Value Rej Apr Instr Report Date 


ML 8 

MA-EVENT 

1 

Average : 
Std Dev : 

27.1135 

1.0057 

32.0000 


478 

11/07/97 

10:11 

ML8 

MA-EVENT 

2 


26.0000 

- 

478 

11/07/97 

10:11 

MLS 

MA-EVENT 

3 


32.0000 


478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

4 


36.0000 

- 

478 

11/07/97 

10:11 

MLS 

MA-EVENT 

5 


28.0000 


478 

11/07/97 

10 :11 

ML 8 

MA-EVENT 

6 


29.0000 


478 

11/07/97 

10:11 

ML8 

MA-EVENT 

7 


29.0000 

- 

478 

11/07/97 

10 :11 

MLS 

MA-EVENT 

8 


34.0000 


478 

11/07/97 

10 : 11 

ML 8 

MA-EVENT 

9 


30.0000 

- 

478 

11/07/97 

10 :11 

MLS 

MA-EVENT 

10 


30.0000 

- 

478 

11/07/97 

10:11 

MLS 

MA-EVENT 

11 


40.0000 

- 

478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

12 


31.0000 


478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

13 


29.0000 

" 

478 

11/07/97 

10:11 

ML8 

MA-EVENT 

14 


29.0000 

- 

478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

15 


31.0000 

- 

478 

11/07/97 

10 :11 

ML 8 

MA-EVENT 

16 


31.0000 

- 

473 

11/07/97 

10:11 

ML 8 

MA-EVENT 

17 


30.0000 


478 

11/07/97 

10:11 

MLB 

MA-EVENT 

18 


26.0000 


478 

11/07/97 

10:11 

MLS 

MA-EVENT 

19 


28.0000 

- 

478 

11/07/97 

10:11 

ML 8 

MA- EVENT 

20 


35.0000 

- 

478 

11/07/97 

10 : 11 

ML 8 

MA-EVENT 

21 


23.0000 

- 

478 

11/07/97 

10:11 

ML8 

MA-EVENT 

22 


27.0000 


478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

23 


26.0000 

- 

478 

11/07/97 

10:11 

MLB 

MA-EVENT 

24 


31.0000 

“ 

478 

11/07/97 

10:11 

ML 8 

MA-EVENT 

25 


27.0000 

- 

478 

11/07/97 

10:11 

MLB 

MA-EVENT 

26 


30.0Q00 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

27 


35.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

28 


30.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

29 


32.0000 

" 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

30 


32.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

31 


27.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

32 


36.0000 

- 

478 

11/07/97 

11:11 

ML8 

MA-EVENT 

33 


32.0000 

- 

478 

11/07/97 

11:11 

ML3 

MA-EVENT 

34 


34.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

35 


35.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

36 


34.0000 

“ 

478 

11/07/97 

11:11 

MLS 

MA-EVENT 

37 


27.0000 

- 

478 

11/07/97 

Hill 

ML 8 

MA-EVENT 

38 


27.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

39 


30.0000 

- 

478 

11/07/97 

11:11 

MLB 

MA-EVENT 

40 


33.0000 


478 

11/07/97 

11:11 

ML8 

MA-EVENT 

41 


27,0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

42 


32.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

43 


24.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

44 


30.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

45 


16.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

46 


33.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

47 


29.0000 

“ 

478 

11/07/97 

11:11 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 

Confidential 


Report Date.: 

Request.: 

Submitter. . . : 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Carman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 

NOT APPROVED 


Description,: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE ***"* 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

ML 8 

MA-EVENT 

48 

38.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

49 

24.0000 

“ 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

SO 

38.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

51 

32.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

52 

32.0000 

- 

478 

11/07/97 

11:11 

MLS 

MA-EVENT 

53 

30.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

54 

22.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

55 

27,0000 

- 

478 

11/07/97 

11:11 

MLS 

MA-EVENT 

56 

31.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

57 

35.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

58 

30,0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

59 

27.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

60 

35.0000 

- 

478 

11/07/97 

11:11 

ML8 

MA-EVENT 

61 

26.0000 


478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

62 

30.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

63 

25.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

64 

32.0000 

- 

478 

11/07/97 

11 : 11 

ML 8 

MA-EVENT 

65 

31.0000 

- 

478 

11/07/97 

11:11 

ML8 

MA-EVENT 

66 

23.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

67 

29.0000 

- 

478 

11/07/97 

11:11 

ML8 

MA-EVENT 

68 

30.0000 


478 

11/07/97 

11:11 

ML8 

MA-EVENT 

69 

36.0000 

- 

478 

11/07/97 

11: 11 

ML 8 

MA-EVENT 

70 

30.0000 

- 

478 

11/07/97 

11:11 

ML8 

MA-EVENT 

71 

35.0000 

- 

478 

11/07/97 

11:11 

MLB 

MA-EVENT 

72 

31,0000 

" 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

73 

36.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

74 

31.0000 


478 

11/07/97 

11:11 

MLS 

MA-EVENT 

75 

30.0000 

- 

478 

11/07/97 

11:11 

ML 8 

MA-EVENT 

76 

29.0000 

" 

478 

11/10/97 

8 :11 


MA-EVENT 

77 

35.0000 

- 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

78 

30.0000 

- 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

79 

30.0000 

- 

478 

11/10/97 

8 :11 

ML 8 

MA-EVENT 

80 

25.0000 

- 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

81 

32.0000 


478 

11/10/97 

8 : 11 

ML 8 

MA-EVENT 

82 

35.0000 

- 

478 

11/10/97 

8:11 

ML8 

MA-EVENT 

83 

30.0000 

. . “ 

478 

11/1Q/97 

8 :11 

ML8 

MA-EVENT 

84 

36.0000 

- 

478 

11/10/97 

8:11 

MLS 

MA-EVENT 

85 

30.0000 


478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

86 

29.0000 

- 

478 

11/10/97 

8:11 


MA-EVENT 

87 

25.0000 

“ 

478 

11/10/97 

8:11 

ML8 

MA-EVENT 

88 

29.0000 

- 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

89 

28.0000 

“ 

478 

11/10/97 

8:11 

ML8 

MA-EVENT 

90 

27.0000 

“ 

478 

11/10/97 

8 :11 

ML8 

MA-EVENT 

91 

18.0000 


478 

11/10/97 

8:11 

ML8 

MA-EVENT 

92 

33.0000 

- 

478 

11/10/97 

8 :11 

MLS 

MA-EVENT 

93 

28.0000 

- 

478 

11/10/97 

Sill 

ML 8 

MA-EVENT 

94 

26.0000 

" 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

95 

21.0000 

- 

478 

11/10/97 

8:11 

ML 8 

MA-EVENT 

96 

30.0000 

- 

478 

11/10/97 

8:11 

MLS 

MA-EVENT 

97 

32.0000 


478 

11/10/97 

8:11 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


■Report. Date. 

Request.....: 
Submitter...: 
Request Type: 
Activity....: 


11 / 20/97 a -.30 pm 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIS 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Teat 

# 

Grp 

Ru Pt 

Data Value Rej Apr 

Instr 

Report Date 


ML 8 

MA-EVENT 

98 



31.0000 

478 

11/10/97 

8:11 

AM 

ML8 

MA-EVENT 

99 



25.0000 

478 

11/10/97 

8:11 

AM 

ML 8 

MA-EVENT 

100 



29.0000 

478 

11/10/97 

8:11 

AM 




Average : 

29.9400 








std 

Dev : 

4.1165 





ML 8 

MA-H20 

1 

6699 

1 2 

6.7792 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-H20 

2 

6699 

1 7 

6.2665 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-H20 

3 

6699 

1 12 

6.4286 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-H20 

4 

6699 

1 18 

6.7762 

GC361 

11/10/97 

9 :11 

AM 

MLS 

MA-H20 

5 

6699 

2 2 

6.9496 

GC361 

11/1Q/97 

9:11 

AM 

ML 8 

MA-H20 

6 

6699 

2 7 

6.8734 

GC361 

11/10/97 

9:11 

AM 

ML8 

MA-H20 

7 

6699 

2 12 

6.4422 

GC361 

11/10/97 

9 :11 

AM 

ML 8 

MA-H20 

8 

6699 

2 18 

5.7274 

GC361 

11/10/97 

9:11 

AM 

ML8 

MA-H20 

9 

6699 

3 2 

5.3429 

GC3 61 

11/10/97 

9:11 

AM 

ML8 

MA-H20 

10 

6699 

3 7 

6.1278 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-H20 

11 

6699 

3 12 

4.8211 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-H20 

12 

6699 

3 18 

6.2145 

GC361 

11/10/97 

9:11 

AM 

MLS 

MA-H20 

13 

6699 

4 2 

6.4934 

GC3 61 

11/11/97 

7 :11 

AM 

ML8 

MA-H20 

14 

6699 

4 7 

8.1425 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-H20 

15 

6699 

4 12 

6.9742 

GC361 

11/11/97 

7:11 

AM 

MLB 

MA-H20 

16 

6699 

4 18 

5.5047 

GC361 

11/11/97 

7:11 

AM 

ML8 

MA-H20 

17 

6699 

5 2 

6.1870 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-H20 

18 

6699 

5 7 

6.4097 

GC361 

11/11/97 

7:11 

AM 

ML8 

MA-H20 

19 

6699 

5 12 

6.3742 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-H20 

20 

6699 

5 18 

6.2783 

GC361 

11/11/97 

7:11 

AM 




Average : 

6 . 3557 








Std 

Dev : 

0.6959 





ML 8 

MA-NIC 

1 

6699 

1 2 

1.6792 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-NIC 

2 

6699 

1 7 

1.7481 

GC361 

11/10/97 

9:11 

AM 

ML 8 

MA-NIC 

3 

6699 

1 12 

1.7601 

GC361 

11/10/97 

9 : 11 

AM 

ML8 

MA-NIC 

4 

6699 

1 18 

1.8004 

GC361 11/10/97 

9:11 

AM 

ML8 

MA-NIC 

5 

6699 

2 2 

1.6495 

GC3 61. 

11/10/97 

9:11 

AM 

MLS 

MA-NIC 

6 

6699 

2 7 

1.7819 

GC3 61 

11/10/97 

9:11 

AM 

ML 8 

MA-NIC 

7 

6699 

2 12 

1.7244 

GC361 

11/10/97 

9 : 11 

AM 

ML 8 

MA-NIC 

e 

6699 

2 18 

1.7164 

GC361 

11/10/97 

9:11 

AM 

ML8 

MA-NIC 

9 

6699 

3 2 

1.6262 

GC361 

11/10/97 

9:11 

AM 

ML8 

MA-NIC 

10 

6699 

3 7 

1.6966 

GC361 

11/10/97 

9 : 11 

AM 

ML 8 

MA-NIC 

n 

6699 

3 12 

1,7294 

GC361 

11/10/97 

9:11 

AM 

MLB 

MA-NIC 

12 

6699 

3 13 

1.7581 

GC361 

11/10/97 

9:11 

AM 

ML8 

MA-NIC 

13 

6699 

4 2 

1.6868 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-NIC 

14 

6699 

4 7 

1.8488 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-NIC 

15 

6699 

4 12 

1.7709 

GC36T 11/11/97 

7:11 

AM 

ML 8 

MA-NTC 

16 

6699 

4 18 

1.7035 

GC361 

11/11/97 

7:11 

AM 

ML 8 

MA-NIC 

17 

6699 

5 2 

1.6608 

GC361 

11/11/97 

7 : 11 

AM 

ML 8 

MA-NIC 

18 

6699 

5 7 

1.7710 

GC361 

11/11/97 

7:11 

AM 

MLB 

MA-NIC 

19 

6699 

5 12 

1.7683 

GC361 

11/11/97 

7:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:30 PM 

Request.: MA97-5 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 

Description.: MASSACHUSETTS COMPLIANCE - 
MA.COMPLIANCE 


Reported By: chambers,L iz 
Submitted..: 11/03/97 
Received.,,: 11/03/97 
Completed..: 11/20/97 
Approved By: NOT APPROVED 

TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej 

Apr Instr 

Report Date 


ML 8 

MA-NIC 

20 

6699 

5 

18 

1.6347 

- 

GC361 

11/11/97 

7:11 

AM 




Average : 

1.7258 









Std 

Dev : 

0.0589 






ML 8 

MA-NIC-FLR 

1 




14.5700 

- 

398 

11/20/97 

1:11 

PM 

ML8 

MA-NIC-FLR 

2 




14.0000 


398 

ZL1/20/97 

1:11 

PM 

MLS 

MA-NIC-FLR 

3 




14.4600 

“ 

398 

11/20/97 

1:11 

PM 




Average : 

14.3433 









Std 

Dev : 

0.3024 






ML8 

MA-PH 

1 




5.3380 

- 

58 

,11/12/97 

12:11 

PM 

ML8 

MA-PH 

2 




5.3730 

- 

53 

11/12/97 

12:11 

PM 

ML8 

MA-PH 

3 




5.3410 


58 

11/12/97 

12:11 

PM 




Average : 

5.3507 









Std 

Dev : 

0.0194 






ML 8 

MA-PUFF 

1 

6699 

1 

2 

13.2200 

- 

58 

11/07/97 

9:11 

AM 

ML 8 

MA-PUFF 

2 

6699 

1 

7 

13.2400 

" 

58 

11/07/97 

9:11 

AM 

ML 8 

MA-PUFF 

3 

6699 

1 

12 

13.6400 

- 

58 

11/07/97 

9:11 

AM 

ML 8 

MA-PUFF 

4 

6699 

1 

18 

12 ,7200 

- 

58 

11/07/97 

9:11 

AM 

ML 8 

MA-PUFF 

5 

6699 

2 

2 

12.9200 


58 

11/07/97 

11:11 

AM 

ML 8 

MA-PUFF 

6 

6699 

2 

7 

13.4400 

- 

58 

11/07/97 

11:11 

AM 

ML 8 

MA-PUFF 

7 

6699 

2 

12 

13.7800 


58 

11/07/97 

11:11 

AM 

MLS 

MA-PUFF 

8 

6699 

2 

18 

13.0200 

- 

58 

11/07/97 

11:11 

AM 

ML 8 

MA-PUFF 

9 

6699 

3 

2 

13.3800 

- 

53 

.11/07/97 

12:11 

PM 

ML 8 

MA-PUFF 

10 

6699 

3 

7 

13.4200 

- 

58 

11/07/97 

12:11 

PM 

ML 8 

MA-PUFF 

11 

6699 

3 

12 

13.2400 

- 

58 

11/07/97 

12:11 

PM 

MLS 

MA-PUFF 

12 

6699 

3 

18 

12.6600 

- 

53 

11/07/97 

12:11 

PM 

ML8 

MA-PUFF 

13 

6699 

4 

2 

13.4000 

- 

53 

11/10/97 

9:11 

AM 

ML 8 

MA-PUFF 

14 

6699 

4 

7 

13.2000 

- 

58 

11/10/97 

9:11 

AM 

ML 8 

MA-PUFF 

15 

6699 

4 

12 

13.3600 

- 

58 

11/10/97 

9:11 

AM 

ML 8 

MA-PUFF 

16 

6699 

4 

18 

12,9800 


58 

11/10/97 

9:11 

AM 

MLS 

MA-PUFF 

17 

6699 

5 

2 

12.8600 

- 

58 

11/10/97 

11:11 

AM 

ML 8 

MA-PUFF 

18 

6699 

5 

7 

13.2600 

- 

58 

11/10/97 

11:11 

AM 

ML8 

MA-PUFF 

19 

6699 

5 

12 

14.0000 

- 

58 

11/10/97 

11:11 

AM 

ML 8 

MA-PUFF 

20 

6699 

5 

18 

13.0000 


58 

11/10/97 

11:11 

AM 




Average : 

13.2370 









Std 

Dev : 

0.3396 






MLS 

MA-TPM 

1 

6699 

1 

2 

32.5200 

- 

58 

11/07/97 

9:11 

AM 

ML 8 

MA-TPM 

2 

6699 

1 

7 

32.0800 

. . - 

58 

-11/07/97 

9:11 

AM 

ML 8 

MA-TPM 

3 

6699 

l 

12 

32.5800 

- 

58 

11/07/97 

9:11 

AM 

MLS 

MA-TPM 

4 

6699 

1 

18 

32.5200 


58 

11/07/97 

9:11 

AM 

ML8 

MA-TPM 

5 

6699 

2 

2 

32.7200 

- 

58 

11/07/97 

11:11 

AM 

ML 8 

MA-TPM 

6 

6699 

2 

7 

33.4400 

- 

58 

11/07/97 

11:11 

AM 

MLS 

MA-TPM 

7 

6699 

2 

12 

33.0200 

- 

58 

11/07/97 

11:11 

AM 

:-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter.,.; 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 

11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** data HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML 8 

MA-TPM 

8 

6699 

2 

18 

30.7210 

- 

58 

11/07/97 

11:11 

AM 

ML 8 

MA-TPM 

9 

6699 

3 

2 

30.4000 

- 

58 

11/07/97 

12:11 

PM 

ML 8 

MA-TPM 

10 

6699 

3 

7 

32.5000 

- 

58 

11/07/97 

12:11 

PM 

MLS 

MA-TPM 

11 

6699 

3 

12 

30.200Q 

- 

58 

11/07/97 

12:11 

PM 

ML 8 

MA-TPM 

12 

6699 

3 

18 

32.8800 

“ 

58 

11/07/97 

12:11 

PM 

MLS 

MA-TPM 

13 

6699 

4 

2 

32.0200 

- 

58 

11/10/97 

9 :11 

am 

ML 8 

MA-TPM 

14 

6699 

4 

7 

35,7800 

“ 

58 

11/10/97 

9:11 

AM 

MLS 

MA-TPM 

15 

6699 

4 

12 

34.8600 


58 

11/10/97 

9:11 

AM 

MLS 

MA-TPM 

16 

6699 

4 

18 

30,1200 

- 

58 

11/10/97 

9 :11 

AM 

ML 8 

MA-TPM 

17 

6699 

5 

2 

31.0600 

“ 

58 

11/10/97 

11:11 

AM 

ML 8 

MA-TPM 

18 

6699 

5 

7 

32.6600 


58 

11/10/97 

11:11 

AM 

ML 8 

MA-TPM 

19 

6699 

5 

12 

33.1000 

- 

58 

11/10/97 

11:11 

AM 

ML 8 

MA-TPM 

20 

6699 

5 

18 

31.2200 


58 

11/10/97 

11:11 

AM 




Average : 

32.3201 









Std 

Dev : 

1.4522 






MLS 

TIP-LENGTH 

1 




36.0000 

- 

PC3 98 ~ 

11/05/97 

1 : 11 

PM 

ML 8 

TIP-LENGTH 

2 




35.1000 

- 

PC3 98 

11/05/97 

1:11 

PM 

MLS 

TIP-LENGTH 

3 




35.9000 


PC398 

11/05/97 

1:11 

PM 

ML8 

TIP-LENGTH 

4 




36.8000 


PC398 

11/05/97 

1:11 

PM 

ML8 

TIP-LENGTH 

5 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MLS 

TIP-LENGTH 

6 




35.9000 

" 

PC39S 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

7 




35.9000 

- 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

8 




35.2000 

- 

PC3 98 

11/05/97 

1:11 

PM 

MLB 

TIP-LENGTH 

9 




36.2000 

- 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

10 




35.0000 

- 

PC3 98 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

11 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

12 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

13 




36.0000 

- 

PC3 98 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

14 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

15 




36.0000 


PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

16 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MLS 

TIP-LENGTH 

17 




36.0000 

- 

PC398 

11/05/97 

1 : 11 

PM 

ML 8 

TIP-LENGTH 

18 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

MLB 

TIP-LENGTH 

19 




35.2000 

“ 

PC398 

11/05/97 

1:11 

PM 

ML 8 

TIP-LENGTH 

20 




35.2000 


PC398 

11/05/97 

1:11 

PM 




Average : 

35.7900 









std 

Dev : 

0.4400 






ML 8 

MA-TAR 

1 

6699 

1 

2 

24.0616 

- 

n/a 

11/07/97 

9:11 

AM 

ML 8 

MA-TAR 

2 

6699 

1 

12 

24.3913 

- 

n/a 

11/07/97 

9:11 

AM 

ML 8 

MA-TAR 

3 

6699 

1 

IB 

23,9434 

" 

n/a 

11/07/97 

9:11 

AM 

ML 8 

MA-TAR 

4 

6699 

3 

12 

23.6495 


n/a 

11/07/97 

12:11 

PM 

ML 8 

MA-TAR 

5 

6699 

1 

7 

24.0654 

- 

n/a 

11/07/97 

9:11 

AM 

ML 8 

MA-TAR 

6 

6699 

3 

7 

24.6756 


n/a 

11/07/97 

12:11 

PM 

MLS 

MA-TAR 

7 

6699 

5 

2 

23.2122 


n/a 

11/10/97 

11:11 

AM 

MLS 

MA-TAR 

8 

6699 

4 

12 

26.1149 


n/a 

11/10/97 

9:11 

AM 

ML 8 

MA-TAR 

9 

669 9 

4 

18 

22.9118 

“ 

n/a 

11/10/97 

9:11 

AM 

:-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date,; 11/20/37 3:30 pm 

Request.: MA97-5 

Submitter...: E.Chambers/J.Garman 
Request Type; inh 
Activity....: T00107 


Reported By: 
Submitted..; 
Received..,; 

Completed..: 

Approved By; 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


+*** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


MLS 

MA-TAR 

10 

6699 2 2 

24.1209 

- 

n/a 

11/07/97 

11:11 

AM 

MLB 

MA-TAR 

11 

6699 2 18 

23.2772 

" 

n/a 

11/07/97 

11:11 

AM 

ML 8 

MA-TAR 

12 

6699 3 2 

23.4309 

- 

n/a 

-11/07/97 

12:11 

PM 

ML8 

MA-TAR 

13 

6699 3 18 

24.9074 

- 

n/a 

11/07/97 

12:11 

PM 

ML 8 

MA-TAR 

14 

6699 4 2 

23.8398 

- 

n/a 

11/10/97 

9 : 11 

AM 

ML 8 

MA-TAR 

15 

6699 4 7 

25.7887 


n/a 

11/10/97 

9:11 

AM 

ML8 

MA-TAR 

16 

6699 5 7 

24.4793 


n/a 

11/10/97 

11:11 

AM 

ML 8 

MA-TAR 

17 

6699 5 12 

24.9575 

- 

n/a 

11/10/97 

11:11 

AM. 

ML 8 

MA-TAR 

18 

6699 5 18 

23.3070 

- 

n/a 

11/10/97 

11:11 

AM 

ML8 

MA-TAR 

19 

6699 2 7 

24.7847 

“ 

n/a 

11/07/97 

11:11 

AM 

ML 8 

MA-TAR 

20 

6699 2 12 

24.8534 

~ 

n/a 

11/07/97 

11:11 

AM 




Average : 

24.2386 









Std Dev : 

0.8511 






ML8M 

E-CTBWT 

1 


0.7863 

- 

310 

11/07/97 

7:11 

AM 

ML8M 

E-CTBWT 

2 


0.7696 

- 

310 

11/07/97 

8:11 

AM 

ML8M 

E-CTBWT 

3 


0.7850 

- 

310 

11/07/97 

8:11 

AM 

ML8M 

E-CTBWT 

4 


0.7811 

“ 

310 

11/07/97 

8:11 

AM 




Average : 

0.7805 









Std Dev : 

0.0076 






ML8M 

E-CWT 

1 


1.0825 

- 

310 

11/07/97 

7:11 

AM 

ML8M 

E-CWT 

2 


1.0859 

" 

310 

11/07/97 

8:11 

AM 

ML8M 

E-CWT 

3 


1.0813 


310 

11/07/97 

8 :11 

AM 

ML8M 

E-CWT 

4 


1.0784 

” 

310 

11/07/97 

8:11 

AM 




Average : 

1.0820 









Std Dev : 

0.0031 






ML8M 

E-P+PWT 

1 


0.2962 

- 

310 

11/07/97 

7 :11 

AM 

ML8M 

E-P+PWT 

2 


0.3164 

o 

310 

11/07/97 

8:11 

AM 

ML8M 

E-P+PWT 

3 


0.2963 

- 

310 

11/07/97 

8:11 

AM 

ML8M 

E-P+PWT 

4 


0.2973 

- 

310 

11/07/97 

8:11 

AM 




Average : 

0.2966 









Std Dev : 

0.0010 






ML8M 

FTC-BUTT 

1 


39.0000 

- 

PC398 

11/12/97 

10 :.ll 

AM 




Average : 

39.0000 









Std Dev : 

0.0000 






ML8M 

MA-CO 

1 

6699 1 3 

26.1700 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

2 

6699 1 9 

25.8100 

“ 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

3 

6699 1 13 

26.1300 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

4 

6699 1 19 

25.5000 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

5 

6699 2 3 

27.5800 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

6 

6699 2 9 

28.8000 

- 

58 

11/07/97 

2:11 

PM 

Doc-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter..,; 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Carman 

inh 

T00107 


Reported By 
Submitted.. 
Received.., 
Completed. . 
Approved By 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8M 

MA-CO 

7 

6699 

2 

13 

25.7600 

- 

58 

11/07/97 

2:11 

PM 

ML8 m 

MA-CO 

8 

6699 

2 

19 

27.2100 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

9 

6699 

3 

3 

28.0200 

“ 

58 

11/07/97 

2 : 11 

PM 

ML8M 

MA-CO 

10 

6699 

3 

9 

27.8100 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

11 

6699 

3 

13 

27.4600 

- 

58 

11/07/97 

2 :11 

PM 

ML8M 

MA-CO 

12 

6699 

3 

19 

27.4300 

- 

58 

11/07/97 

2:11 

PM 

ML8M 

MA-CO 

13 

6699 

4 

3 

24.6300 

" 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

14 

6699 

4 

9 

27.1900 


58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

15 

6699 

4 

13 

25.4200 

- 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

16 

6699 

4 

19 

25.6000 

- 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

17 

6699 

5 

3 

25.5900 

- 

58 

11/10/97 

11: 11 

AM 

ML8M 

MA-CO 

18 

6699 

5 

9 

26.7400 

- 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

19 

6699 

5 

13 

26.9000 

“ 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-CO 

20 

6699 

5 

19 

24.8300 


58 

11/10/97 

11:11 

AM 




Average : 

26.5290 









Std 

Dev : 

1.1427 






ML8M 

MA-EVENT 

1 




38.0000 


478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

2 




29.0000 


478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

3 




30.0000 

- 

478 

11/07/97 

10 :11 

AM 

ML8M 

MA-EVENT 

4 




27.0000 


478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

5 




31.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

6 




29.0000 

" 

478 

11/07/97 

10 : 11 

AM 

ML8M 

MA-EVENT 

7 




31.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

8 




30.0000 

“ 

478 

11/07/97 

10 : 11 

AM 

ML8M 

MA-EVENT 

9 




40.0000 


478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

10 




24.0000 

“ 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

11 




34.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

12 




30.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

13 




28.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

14 




34.0000 

- 

478 

11/07/97 

10 :11 

AM 

ML8M 

MA-EVENT 

15 




29.0000 


478 

11/0.7/97 

10 ; 11 

AM 

ML8M 

MA-EVENT 

16 




37.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

17 




32.0000 

- 

478 

11/07/97 

10 :11 

AM 

ML8M 

MA-EVENT 

18 




35.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

19 




31.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

20 




30.0000 

- 

478 

11/07/97 

10 ; 11 

AM 

ML3M 

MA-EVENT 

21 




37.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

22 




30.0000 

- 

478 

11/07/97 

10 :11 

AM 

ML8M 

MA-EVENT 

23 




37.0000 

- 

478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

24 




25.0000 

- 

478 

11/07/97 

10 :11 

AM 

ML8M 

MA-EVENT 

25 




31.0000 


478 

11/07/97 

10:11 

AM 

ML8M 

MA-EVENT 

26 




26.0000 

- 

478 

11/07/97 

11:11 

..AM 

ML8M 

MA-EVENT 

27 




28.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

28 




26.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

29 




30.0000 

“ 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

30 




32.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

31 




26.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

32 




29.0000 

" 

478 

11/07/97 

11:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-S 


Philip Morris USA 
Confidential 


■Report Date. : 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


IL/7,0/97 3.30 PM 

MA97-5 

E.Chambers/J.Garman 

inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 

11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 


ML8M 

MA-EVENT 

33 

34.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

34 

30.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

35 

37.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

36 

28.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

37 

34.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

38 

31.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

39 

35.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

40 

30.0000 

- 

478 

11/07/97 

11:11 

AM 

ml8m 

MA-EVENT 

41 

29.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

ma-event 

42 

32.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

43 

28.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

44 

29.0000 

- 

478 

11/07/97 

11:11 

AM 

MLBM 

MA-EVENT 

45 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

46 

34.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

47 

31.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

48 

31.0000 

“ 

478 

11/07/97 

11:11 

AM 

MLBM 

MA-EVENT 

49 

34.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

50 

29.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

51 

26.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

52 

37.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

53 

30.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

54 

28.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

55 

34.0000 

“ 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

56 

26.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

57 

40.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

58 

33.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

59 

41,0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

60 

39.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

61 

31.0000 


478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

62 

28.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

63 

29.0000 

“ 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

64 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

65 

27.0000 

- 

478 

11/07/97 

11:11 

AM 

MLBM 

MA-EVENT 

66 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

67 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

68 

34.0000 

“ 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

69 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

70 

#0E 

r 

478 

11/Q7/97 

11:11 

AM 

ML8M 

MA-EVENT 

71 

34.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

72 

32.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

73 

35.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

74 

31.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

75 

25.0000 

- 

478 

11/07/97 

11:11 

AM 

ML8M 

MA-EVENT 

76 

33.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

77 

34.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

78 

33.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

79 

32.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

80 

30.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

81 

37.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

82 

31.0000 

- 

478 

11/10/97 

8:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:30 PM 

Request.1AA97 - 5 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 


Reported By 
submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/2(1/97 
NOT APPROVED 


Description. 


MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8M 

MA-EVENT 

83 




29.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

84 




37.0000 

- 

478 

11/10/97 

8 : 11 

AM 

ML8M 

MA-EVENT 

85 




23.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

86 




33.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

87 




26.0000 


478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

88 




32.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

89 




35.0000 


478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

90 




33,0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

91 




36.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

92 




25.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

93 




40.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

94 




30.0000 


478 

11/10/97 

B : 11 

AM 

ML8M 

MA-EVENT 

95 




31.0000 


478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

96 




31.0000 

- 

478 

11/10/97 

Bill 

AM 

ML8M 

MA-EVENT 

97 




36.0000 

“ 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

98 




38.0000 


478 

11/10/97 

8:11 

AM 

ML8 m 

MA-EVENT 

99 




39.0000 

- 

478 

11/10/97 

8:11 

AM 

ML8M 

MA-EVENT 

100 




30.0000 


478 

11/10/97 

8:11 

AM 




Average : 

31.6768 









Std 

Dev : 

3.9327 






ML8M 

MA-H20 

1 

6699 

1 

3 

6.7875 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

2 

6699 

1 

9 

6,1624 

.. . - 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

3 

6699 

1 

13 

6.3034 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

4 

6699 

1 

19 

5.6279 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

5 

6699 

2 

3 

5.7267 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

6 

6699 

2 

9 

6.6842 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

7 

6699 

2 

13 

5.1574 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

8 

6699 

2 

19 

5.6588 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

9 

6699 

3 

3 

5.3331 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

10 

6699 

3 

9 

5.4974 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

11 

6699 

3 

13 

5.3703 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

12 

6699 

3 

19 

5.9114 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-H20 

13 

6699 

4 

3 

6.1334 

- 

GC361 

. 11/11/97 

7:11 

AM 

ML8M 

MA-H20 

14 

6699 

4 

9 

6.8897 

- 

GC361 

11/11/97 

7 :11 

AM 

ML8M 

MA-H20 

15 

6699 

4 

13 

6.0089 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-H20 

16 

6699 

4 

19 

5.4119 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-H20 

17 

6699 

5 

3 

5.0496 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-H20 

18 

6699 

5 

9 

6.1327 

“ 

GC361 

11/11/97 

7 :11 

AM 

ML8M 

MA-H20 

19 

6699 

5 

13 

5.2610 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-H20 

20 

6699 

5 

19 

4.9259 

* 

GC3 61 

11/11/97 

7 :11 

AM 




Average : 

5.8017 









std 

Dev : 

0.5775 






ml8m 

MA-NIC 

1 

6699 

1 

3 

1.6723 

- 

GC3 61 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

2 

6699 

1 

9 

1.7340 

- 

GC3 61 

11/10/97 

9 : 11 

AM 

ML8M 

MA-NIC 

3 

6699 

1 

13 

1.6769 

- 

GC3 61 

11/10/97 

9 : 11 

AM 

ML8M 

MA-NIC 

4 

6699 

1 

19 

1.5251 


GC3 61 

11/10/97 

9:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter,.,: 
Request Type: 
Activity.... : 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Carman 
Inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


ML8M 

MA-NIC 

5 

6699 

2 

3 

1.6386 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

6 

6699 

2 

9 

1.6174 

- 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

7 

6699 

2 

13 

1.5935 

“ 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

8 

6699 

2 

19 

1.4867 

- 

GC361 

11/10/97 

9:11 

AM 

MLBM 

MA-NIC 

9 

6699 

3 

3 

1.6459 

- 

GC361 

11/10/97 

9 :11 

AM 

ML8M 

MA-NIC 

10 

6699 

3 

9 

1.7225 


GC3 61 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

11 

6699 

3 

13 

1.6438 


GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

12 

6699 

3 

19 

1.6013 

“ 

GC361 

11/10/97 

9:11 

AM 

ML8M 

MA-NIC 

13 

6699 

4 

3 

1.6574 

- 

GC361 

11/11/97 

7 :11 

AM 

ML8M 

MA-NIC 

14 

6699 

4 

9 

1.6171 

“ 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-NIC 

15 

6699 

4 

13 

1.7035 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-NIC 

16 

6699 

4 

19 

1.6522 

- 

GC361 

11/11/97 

7 :11 

AM 

ML8M 

MA-NIC 

17 

6699 

5 

3 

1.5982 

“ 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-NIC 

18 

6699 

5 

9 

1.7240 

- 

GC361 

11/11/97 

7:11 

AM 

ML8M 

MA-NIC 

19 

6699 

5 

13 

1,5727 


GC361 

11/11/97 

.7:11 

AM 

ML8M 

MA-NIC 

20 

6699 

5 

19 

1.6467 


GC361- 

11/11/97 

7:11 

AM 




Average : 

1.6365 









Std 

Dev : 

0.0637 






ML8M 

MA-NIC-FLR 

1 




12.9600 

- 

398 

11/20/97 

1: 11 

PM 

ML8M 

MA-NIC-FLR 

2 




12.9500 

“ 

398 

11/20/97 

1:11 

PM 

ML8M 

MA-NIC-FLR 

3 




12,9900 


398 

11/20/97 

1:11 

PM 




Average : 

12.9667 









Std 

Dev : 

0.0208 






ML8M 

MA-PH 

1 




5.3810 

- 

58 

11/12/97 

12:11 

PM 

ML8M 

MA-PH 

2 




5.3680 

- 

58 

11/12/97 

12 :11 

PM 

ML8M 

MA-PH 

3 




5.3250 ' “ 

- 

58 

11/12/97 

12:11 

PM 




Average : 

5.3580 









Std 

Dev : 

0.0293 






ML8M 

MA-PUFF 

1 

6699 

1 

3 

13.6600 

- 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-PUFF 

2 

6699 

1 

9 

13.2000 

- 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-PUFF 

3 

6699 

1 

13 

12.8200 

- 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-PUFF 

4 

6699 

1 

19 

13.0000 

“ 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-PUFF 

5 

6699 

2 

3 

13,1600 

- 

58 

11/07/97 

11:11 

AM 

ML8M 

MA-PUFF 

6 

6699 

2 

9 

13.5800 

- 

58 

11/07/97 

11:11 

AM 

ML8M 

MA-PUFF 

7 

6699 

2 

13 

12.8800 


58 

11/07/97 

11:11 

AM 

ML8M 

MA-PUFF 

8 

6699 

2 

19 

12.0800 


58 

11/07/97 

11:11 

AM 

ML8M 

MA-PUFF 

9 

6699 

3 

3 

12.8000 

- 

58 

11/07/97 

12:11. 

PM 

ML8M 

MA-PUFF 

10 

6699 

3 

9 

13.1000 

- 

58 

11/07/97 

12:11 

PM 

ML8M 

MA-PUFF 

11 

6699 

3 

13 

12.6000 

- 

58 

11/07/97 

12:11 

PM 

ML8M 

MA-PUFF 

12 

6699 

3 

19 

12.6400 

- 

58 

11/07/97 

12:11 

PM 

MLBM 

MA-PUFF 

13 

6699 

4 

3 

13.4200 

- 

58 

11/10/97 

9:11 

AM 

ML8M 

MA-PUFF 

14 

6699 

4 

9 

12.9400 

“ 

58 

11/10/97 

9:11 

AM 

ML8M 

MA-PUFF 

15 

6699 

4 

13 

12.7800 

- 

58 

11/10/97 

9:11 

AM 

ML8M 

MA-PUFF 

16 

6699 

4 

19 

12.2600 


58 

11/10/97 

9:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confideatial 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity..,.: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/!.Garman 

inh 

T00107 


Reported By: 
Submitted.. : 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,BIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8M 

MA-PUFF 

17 

6699 

5 

3 

12.6600 

- 

58 

11/10/97 

11:11 

AM 

MLSM 

MA-PUFF 

18 

6699 

5 

9 

13.5400 


58 

11/10/97 

11:11 

AM 

ML8M 

MA-PUFF 

19 

6699 

5 

13 

12.5000 

" 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-PUFF 

20 

6699 

5 

19 

13.0200 


58 

11/10/97 

11:11 

AM 




Average : 

12.9320 









Std 

Dev : 

0.4237 






ML8M 

MA-TPM 

1 

6699 

1 

3 

31.9000 

- 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-TPM 

2 

6699 

1 

9 

31.1200 

- 

58 

11/07/97 

9 :11 

AM 

ML8M 

MA-TPM 

3 

6699 

1 

13 

30.4600 

- 

58 

11/07/97 

9:11 

AM. 

ML8M 

MA-TPM 

4 

6699 

1 

19 

29.3000 

- 

58 

11/07/97 

9:11 

AM 

ML8M 

MA-TPM 

5 

6699 

2 

3 

30.5000 


58 

11/07/97 

11:11 

AM 

ML8M 

MA-TPM 

6 

6699 

2 

9 

32.6190 


58 

11/07/97 

11:11 

AM 

ML8M 

MA-TPM 

7 

6699 

2 

13 

28.7000 

- 

58 

11/07/97 

11:11 

AM 

MLSM 

MA-TPM 

8 

6699 

2 

19 

29.0600 

- 

58 

11/07/97 

11:11 

AM 

MLSM 

MA-TPM 

9 

6699 

3 

3 

30.5790 


58 

11/07/97 

12:11 

PM 

ML8M 

MA-TPM 

10 

6699 

3 

9 

30.9000 


58 

11/07/97 

12:11 

PM 

ML8M 

MA-TPM 

11 

6699 

3 

13 

30.7200 

- 

58 

11/07/97 

12:11 

PM 

ML8M 

MA-TPM 

12 

6699 

3 

19 

31.6600 

- 

58 

11/07/97 

12:11 

PM 

ML8M 

MA-TPM 

13 

6699 

4 

3 

29.9000 


58 

11/10/97 

9:11 

AM 

ML8M 

MA-TPM 

14 

6699 

4 

9 

32.5200 

- 

58 

11/10/97 

9:11 

AM 

MLSM 

MA-TPM 

15 

6699 

4 

13 

30.9600 

- 

58 

11/10/97 

9 : 11 

AM 

MLSM 

MA-TPM 

16 

6699 

4 

19 

29.1600 

- 

58 

11/10/97 

9:11 

AM 

ML8M 

MA-TPM 

17 

6699 

5 

3 

29.2200 

- 

58 

11/10/97 

11:11 

AM 

ML3M 

MA-TPM 

18 

6699 

5 

9 

31.1200 

- 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-TPM 

19 

6699 

5 

13 

29.6600 

- 

58 

11/10/97 

11:11 

AM 

ML8M 

MA-TPM 

20 

6699 

5 

19 

29.6800 

- 

58 

11/10/97 

11:11 

AM 




Average : 

30.4869 









Std 

Dev : 

1.1470 






ML8M 

TIP-LENGTH 

1 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

2 




35.9000 

- 

PC398 

11/05/97 

.1:11 

PM 

ML8M 

TIP-LENGTH 

3 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

4 




36.0000 


PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

5 




35.8000 

“ 

PC3 9 8 

11/05/97 

1:11 

EM- 

ML8M 

TIP-LENGTH 

6 




36.1000 


PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

7 




35.7000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

8 




36.0000 

“ 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

9 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

10 




36.2000 


PC398 

11/05/97 

1:11 

DM 

ML8M 

TIP-LENGTH 

11 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

12 




36.0000 


PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

13 




36.1000 

" 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP“LENGTH 

14 




36.2000 

- 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

15 




35.8000 

- 

PC39B 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

16 




36.0000 

“ 

PC3 98 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

17 




36.2000 

“ 

PC398 

11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

18 




36.3000 

- 

PC398 

11/05/97 

1:11 

PM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity. . . . : 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received. . . : 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description,: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL; SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8M 

TIP-LENGTH 

19 




36.0000 

- 

PC398 -11/05/97 

1:11 

PM 

ML8M 

TIP-LENGTH 

20 




36.9000 

“ 

PC398 

11/05/97 

1:11 

PM 




Average 


36.0400 









Std 

Dev 

; 

0.2583 






ML8M 

MA-TAR 

1 

6699 

1 

13 

22.4797 

- 

n/a 

11/07/97 

9:11 

AM 

ML8M 

MA-TAR 

2 

6699 

1 

19 

22.1470 


n/a 

11/07/97 

9 :11 

AM 

ML8M 

MA-TAR 

3 

6699 

1 

3 

23.4402 

- 

n/a 

11/07/97 

9 :11 

AM 

ML8M 

MA-TAR 

4 

6699 

1 

9 

23.2236 

- 

n/a 

11/07/97 

9:11 

AM 

ML8M 

MA-TAR 

5 

6699 

3 

9 

23.6801 


n/a 

11/07/97 

12 :11 

PM 

ML8M 

MA-TAR 

6 

6699 

4 

19 

22.0959 


n/a 

11/10/97 

9 :11 

AM 

ML8M 

MA-TAR 

7 

6699 

5 

3 

22.5722 

- 

n/a 

11/10/97 

11:11 

AM 

ML8M 

MA-TAR 

8 

6699 

4 

9 

24.0132 

- 

n/a 

11/10/97 

9:11 

AM 

ML8M 

MA-TAR 

9 

6699 

4 

13 

23.2476 

- 

n/a 

11/10/97 

9:11 

AM 

ML8M 

MA-TAR 

10 

6699 

5 

13 

22.8263 

- 

n/a 

11/10/97 

11:11 

AM 

ML8M 

MA-TAR 

11 

6699 

2 

3 

23.1347 

- 

n/a 

11/07/97 

11:11 

AM 

ML8M 

MA-TAR 

12 

6699 

2 

19 

21.9145 

- 

n/a 

11/07/97 

11:11 

AM 

ML8M 

MA-TAR 

13 

6699 

3 

3 

23.6000 

- 

n/a 

11/07/97 

12:11 

PM 

ML8M 

MA-TAR 

14 

6699 

3 

13 

23.7054 


n/a 

11/07/97 

12:11 

PM 

ML8M 

MA-TAR 

15 

6699 

3 

19 

24.1473 

- 

n/a 

11/07/97 

12:11 

PM 

ML8M 

MA-TAR 

16 

6699 

4 

3 

22.1092 

- 

n/a 

11/10/97 

9:11 

AM 

ML8M 

MA-TAR 

17 

6699 

5 

9 

23.2633 


n/a 

11/10/97 

11:11 

AM 

ML8M 

MA-TAR 

18 

6699 

5 

19 

23.1074 

- 

n/a 

11/10/97 

11:11 

AM 

ML8M 

MA-TAR 

19 

6699 

2 

9 

24.3174 


n/a 

11/07/97 

11:11 

AM 

ML8M 

MA-TAR 

20 

6699 

2 

13 

21.9491 

“ 

n/a 

11/07/97 

11:11 

AM 




Average : 

23.0487 









Std 

Dev : 

0.7560 






MRS 

E-CTBWT 

1 




0.8629 

- 

310 

11/07/97 

7:11 

AM 

MR8 

E-CTBWT 

2 




0.8576 

- 

310 

11/07/97 

8:11 

AM 

MR8 

E-CTBWT 

3 




0.8537 

- 

310 

J.l/07/97 

8:11 

AM 

MR8 

E-CTBWT 

4 




0.8594 


310 

_11/07/97 

9:11 

AM 




Average : 

0.8584 









Std 

Dev : 

0.0038 






MR 8 

E-CWT 

1 




1.1259 

- 

310 

_11/07/97 

7 : 11 

AM 

MR 8 

E-CWT 

2 




1.1199 


310 - 

11/07/97 

8:11 

AM 

MR 8 

E-CWT 

3 




1.1175 

- 

310 

11/07/97 

8 :11 

AM 

MR8 

E-CWT 

4 




1.1233 

- 

310 

11/07/97 

9:11 

AM 




Average : 

1.1216 









Std 

Dev : 

0.0037 






MR8 

E-P+PWT 

1 




0.2630 

- 

310 

11/07/97 

7:11 

-AM 

MR8 

E-P+PWT 

2 




0.2623 


310 

11/07/97 

8 :11 

AM 

MR 8 

E-P+PWT 

3 




0.2638 

- 

310 

11/07/97 

8:11 

AM 

MR8 

E-P+PWT 

4 




0.2638 

- 

310 

11/07/97 

9:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity. ... : 


11/20/97 2:30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received.,. 
Completed.. 
Approved By 


CHAMBERS, LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

rnstr. 

Report Date 





Average 

4 

0.2632 









Std 

Dev 


0.0010 






MR 8 

FTC-BUTT 

1 




34.0000 

- 

PC398 

11/12/97 

10 :11 

AM 




Average 


34.0000 









Std 

Dev 

: 

0.0000 






MR 8 

MA-CO 

1 

6699 

1 

1 

28.1400 

- 

58 

11/07/97 

2:11 

PM 

MR8 

MA-CO 

2 

6699 

1 

5 

28.9300 

- 

58 

11/07/97 

2:11 

PM 

MR8 

MA - CO 

3 

6699 

1 

11 

30.5400 

- 

58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

4 

6699 

1 

17 

28.5500 


58 

11/07/97 

2:11 

PM 

MR8 

MA-CO 

5 

6699 

2 

1 

29.7100 

- 

58 

11/07/97 

2:11 

PM 

MR8 

MA-CO 

6 

6699 

2 

5 

28.8300 

~ 

58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

7 

6699 

2 

11 

29.9200 

- 

58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

8 

6699 

2 

17 

29.1700 


58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

9 

6699 

3 

1 

29.1400 

“ 

58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

10 

6699 

3 

5 

26.4500 

- 

58 

11/07/97 

2:11 

PM 

MR 8 

MA-CO 

11 

6699 

3 

11 

29.B800 

" 

58 

11/07/97 

2 : 11 

PM 

MR 8 

MA-CO 

12 

6699 

3 

17 

27.9300 

- 

58 

11/07/97 

2 :11 

PM 

MR 8 

MA-CO 

13 

6699 

4 

1 

27.7700 

- 

58 

11/10/97 

11:11 

AM 

MRS 

MA-CO 

14 

6699 

4 

5 

28.7800 

- 

58 j 

.11/10/97 

11:11 

AM 

MRS 

MA-CO 

15 

6699 

4 

11 

29.1900 


58 

11/10/97 

11:11 

AM 

MR 8 

MA-CO 

16 

6699 

4 

17 

28.3700 

" 

58 

11/10/97 

11:11 

AM 

MR 8 

MA-CO 

17 

6699 

5 

1 

30.1200 

- 

58 

11/10/97 

11:11 

AM 

MR8 

MA-CO 

18 

6699 

5 

5 

28.4000 

- 

58 

11/10/97 

11:11 

AM 

MR8 

MA-CO 

19 

6699 

5 

11 

29.2900 

- 

58 

11/10/97 

11:11 

AM 

MR8 

MA-CO 

20 

6699 

5 

17 

27.9000 


58 

11/10/97 

11:11 

AM 




Average : 

28.8505 









Std 

Dev : 

0.9631 






MR 8 

MA-EVENT 

1 




15.0000 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA - EVENT 

2 




12.0000 

- 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

3 




15.0000 

- 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

4 




12.0000 

- 

478 

11/07/97 

10 : 11 

AM 

MR8 

MA-EVENT 

5 




13.0000 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

6 




13.0000 

- 

478 

11/07/97 

10:11 

AM 

MRS 

MA-EVENT 

7 




12.0000 

" 

478 

11/07/97 

10 : 11 

AM 

MR 8 

MA-EVENT 

8 




17.0000 

- 

478 . 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

9 




16.0000 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

10 




14.0000 

“ 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

11 




16.0000 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

12 




15.0000 


478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

13 




12.0000 


478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

14 




11.0000 

- 

478 

11/07/97 

10 :11 

AM 

MR8 

MA-EVENT 

15 




17.0000 

- 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

16 




14.0000 

- 

478 

11/07/97 

10 :11 

AM 

MR8 

MA-EVENT 

17 




16.0000 

- 

478 

11/07/97 

10:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted.,: 11/03/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type: inh Completed..: 11/2Q/97 

Activity.,..: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


Sample 

**** DATA HAS NOT HAD 

Test 

FINAL 

S 

REVIEW/APPROVAL: SUBJECT TO 

Grp Ru Pt Data Value Rej 

CHANGE **** 

Apr Instr Report Date 


MR 8 

MA-EVENT 

18 

11.0000 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

19 

14.0QQ0 

- 

478 

11/07/97 

10:11 

AM 

MR 8 

MA-EVENT 

20 

14.0000 

- 

478 

11/07/97 

10 :11 

AM 

MR 8 

MA-EVENT 

21 

13.0000 


478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

22 

12.0000 

- 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

23 

13,0000 

- 

478 

11/07/97 

10:11 

AM 

MR8 

MA-EVENT 

24 

15.0000 

- 

478 

11/07/97 

10 :11 

AM 

MRS 

MA-EVENT 

25 

18.0000 

- 

478 

11/07/97 

10:11 

AM 

MRS 

MA-EVENT 

26 

15.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

27 

15.0000 


478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

28 

13.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

29 

9.0000 

“ 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

30 

13.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

31 

15.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

32 

14.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

33 

10.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

34 

12.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

35 

11.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

36 

15.0000 

“ 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

37 

16.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

38 

12.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

39 

11.0000 

“ 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

40 

12.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

41 

13.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

42 

12.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

43 

14.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

44 

17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

45 

17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

46 

17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

47 

15.0000 

" 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

48 

16.0000 


478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

49 

12.0000 

- 

478 

.11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

50 

15.0000 

- 

478 

11/07/97 

11:11 

AM 

mr a 

MA-EVENT 

51 

13.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

52 

13.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

53 

19.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

54 

14.0000 


478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

55 

14.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

56 

15.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

57 

19.0000 

- 

478 

3.1/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

58 

14.0000 

“ 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

59 

14.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

60 

10.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

61 

17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

62 

16.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

63 

12.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

64 

13.0000 

“ 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

65 

27.0000 


478 

11/07/97 

11:11 

AH 

MR 8 

MA-EVENT 

66 

23.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

67 

13.0000 

“ 

478 

11/07/97 

11:11 

AM 

Doc-Code: 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-5 Confidential 

Report- Date.: 11/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted..: ll/Od/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type; inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

It 

Grp 

RU 

Pt 

Data Value 

Rej Apr 

Instr Report Date 


MR8 

MA-EVENT 

68 




12.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

69 




20.0000 


478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

70 




17.0000 

“ 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

71 




16.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA- EVENT 

72 




13.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

73 




17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

74 




14.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

75 




14.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

76 




18.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

77 




17.0000 

- 

478 

11/07/97 

11:.11 

AM 

MR 8 

MA-EVENT 

78 




10.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

79 




11.0000 


478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

80 




15.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

81 




14.0000 


478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

82 




23.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

83 




16.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

84 




13.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA- EVENT 

85 




16.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

86 




17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

87 




16.0000 

” 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

88 




15.0000 

- 

478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

89 




12.0000 


478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

90 




13.0000 


478 

11/07/97 

11 : 11 

AM 

MR 8 

MA-EVENT 

91 




15.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

92 




13.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

93 




15.0000 

- 

478 

11/07/97 

11:11 

AM 

MRS 

MA-EVENT 

94 




12.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

95 




14.0000 

“ 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

96 




16.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

97 




16.0000 


478 

11/07/97 

11:11 

AM 

MR8 

MA-EVENT 

98 




13.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

99 




17.0000 

- 

478 

11/07/97 

11:11 

AM 

MR 8 

MA-EVENT 

100 




10.0000 


478 

11/07/97 

11:11 

AM. 




Average : 

14.4700 









Std 

Dev : 

2.8336 






MR 8 

MA-H2Q 

1 

6699 

1 

1 

12.8320 

- 

GC361 11/10/97 

9:11 

AM 

MR8 

MA-H2Q 

2 

6699 

1 

5 

12.0192 

“ 

GC361 11/10/97 

9:11 

AM 

MR8 

MA-H20 

3 

6699 

1 

11 

14.1808 

- 

GC361 11/10/97 

9:11 

AM 

MR 8 

MA-H20 

4 

6699 

1 

17 

10.9071 

- 

GC361 11/10/97 

9:11 

AM 

MR 8 

MA-H20 

5 

6699 

2 

1 

12.4799 

" 

GC361 11/10/97 

9:11 

AM 

MR 8 

MA-H20 

6 

6699 

2 

5 

11.0421 

. " . 

GC3j63_ 11/10/97 

9:11 

AM 

MR 8 

MA-H20 

7 

6699 

2 

11 

10.9328 

- 

GC361 11/10/97 

9:11 

AM 

MRS 

MA-H20 

8 

6699 

2 

17 

10.8355 

- 

GC361 11/10/97 

9:11 

AM 

MRS 

MA-H20 

9 

6699 

3 

1 

11.1921 


GC3 61 .11/10/97 

9 : 11 

AM 

MR 8 

MA-H20 

10 

6699 

3 

5 

8.1310 

- 

GC361 11/10/97 

9:11 

AM 

MR8 

MA-H20 

11 

6699 

3 

11 

10.2534 

- 

GC361.11/10/97 

9:11 

AM 

MRS 

MA-H20 

12 

6699 

3 

17 

8.9996 

- 

GC361 11/10/97 

9:11 

AM 

MR 8 

MA-H20 

13 

6699 

4 

1 

11.0256 

“ 

GC361 11/11/97 

7:11 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J,Carman 

inh 

T001Q7 


Reported By: 
Submitted.. : 
Received. . . : 
Completed..: 
Approved By: 


CHAMBERS/LIZ 

11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value Raj Apr 

Instr 

Report Date 

MR 8 

MA-H20 

14 

6699 

4 5 

11.8151 

GC361 

11/11/97 

7:11 AM 

MR 8 

MA-H20 

15 

6699 

4 11 

10.4950 

GC361 

11/11/97 

7:11 AM 

MRS 

MA-H20 

16 

6699 

4 17 

10.6981 

GC361- 

11/11/97 

7:11 AM 

MR 8 

MA-H20 

17 

6699 

5 1 

13.1940 

GC361 

11/11/97 

7:11 AM 

MR 8 

MA-H20 

18 

6699 

5 5 

10.8369 

GC3 61 

11/11/97 

7:11 AM 

MR 8 

MA-H20 

19 

6699 

5 11 

10.5728 

GC361. 

11/11/97 

7:11 AM 

MR 8 

MA-H20 

20 

6699 

5 17 

11.8106 

GC361 

11/11/97 

7:11 AM 




Average : 

11.2127 







std 

Dev : 

1.3642 




MR 8 

MA-NIC 

1 

6699 

1 1 

2.2343 

GC3 61 

11/10/97 

9:11 AM 

MRS 

MA-NIC 

2 

6699 

1 5 

2.2768 

GC3 61 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

3 

6699 

1 11 

2.3241 

GC3 61 

11/10/97 

9:11 AM 

MR8 

MA-NIC 

4 

6699 

1 17 

2.2357 

GC361 

11/10/97 

9:11 AM 

MRS 

MA-NIC 

5 

6699 

2 1 

2.1868 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

6 

6699 

2 5 

2.3304 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

7 

6699 

2 11 

2.3256 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

8 

6699 

2 17 

2.3136 

GC361 

11/10/97 

9:11 AM 

MR8 

MA-NIC 

9 

6699 

3 1 

2.4278 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

10 

6699 

3 5 

2.1545 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

11 

6699 

3 11 

2.3347 

GC361 

11/10/97 

9:11 AM 

MR 8 

MA-NIC 

12 

6699 

3 17 

2.1699 . - 

GC361 

11/10/97 

9:11 AM 

MR8 

MA-NIC 

13 

6699 

4 1 

2.1714 

GC361 

11/11/97 

7:11 AM 

MR 8 

MA-NIC 

14 

6699 

4 5 

2.2634 

GC361 

11/11/97 

7:11 AM 

MR 8 

MA-NIC 

15 

6699 

4 11 

2.2009 

GC361 

11/11/97 

7:11 AM 

MRS 

MA-NIC 

16 

6699 

4 17 

2.2649 

GC361 

11/11/97 

7:11 AM 

MR 8 

MA-NIC 

17 

6699 

5 1 

2.3648 

GC361 

11/11/97 

7:11 AM 

MR8 

MA-NIC 

18 

6699 

5 5 

2.2679 

GC361 

11/11/97 

7:11 AM 

MR8 

MA-NIC 

19 

6699 

5 11 

2.2635 

GC3 61 

11/11/97 

7:11 AM 

MR8 

MA-NIC 

20 

6699 

5 17 

2.2784 

GC361 

11/11/97 

7:11 AM 




Average : 

2.2695 







Std 

Dev : 

0.0715 




MR 8 

MA-NIC-FLR 

1 



15.4400 

398 

11/20/97 

.1:11 PM 

MR 8 

MA-NIC-FLR 

2 



15.2900 

398 

11/20/97 

1:11 PM 

MR 8 

MA-NIC-FLR 

3 



15.7100 

398 

11/20/97 

1:11 PM 




Average : 

15.4800 







Std 

Dev : 

0.2128 




MR 8 

MA-PH 

1 



5.3700 

58 

11/12/97 

12:11 PM 

MR 8 

MA-PH 

2 



5.3860 

58 

11/12/97 

12:11 PM 

MR8 

MA-PH 

3 



5.3740 

58 

11/12/97 

12:11 PM 




Average : 

5.3767 







Std 

Dev : 

0.0083 




MRS 

MA-PUFF 

1 

6699 

1 1 

13.8000 

58 

11/07/97 

9:11 AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report. Date.-, il/20/97 3-.30 pm 

Request.: MA.97-5 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 


Reported By: 
Submitted..: 
Received...: 
Completed. . : 
Approved By: 


CHAMBERS,LIZ 

11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr. 

..Report Date 

MR8 

MA-PUFF 

2 

6699 

1 

5 

13.5000 

- 

58 

11/07/97 

9 :11 

MR 8 

MA-PUFF 

3 

6699 

1 

11 

14.2400 

- 

58 

11/07/97 

9 : 11 

MRS 

MA-PUFF 

4 

6699 

1 

17 

13.4600 

- 

58 

11/07/97 

9:11 

MR 8 

MA-PUFF 

5 

6699 

2 

1 

13.4600 

- 

58 

11/07/97 

11: 11 

MR8 

MA-PUFF 

6 

6699 

2 

5 

13.4200 


58 

11/07/97 

11:11 

MR 8 

MA-PUFF 

7 

6699 

2 

11 

13.9400 

- 

58 

11/07/97 

11: 11 

MRS 

MA-PUFF 

8 

6699 

2 

17 

13.3400 

- 

58 

11/07/97 

11:11 

MR8 

MA-PUFF 

9 

6699 

3 

1 

13.7800 


58 

11/07/97 

12:11 

MR8 

MA-PUFF 

10 

6699 

3 

5 

13.2000 

- 

58 

11/07/97 

12 :11 

MR 8 

MA-PUFF 

11 

6699 

3 

11 

13.7800 

- 

58 

11/07/97 

12:11 

MRS 

MA-PUFF 

12 

6699 

3 

17 

13.4400 

- 

58 

11/07/97 

12:11 

MR8 

MA-PUFF 

13 

6699 

4 

1 

13.2600 

- 

58 

11/10/97 

9:11 

MR 8 

MA-PUFF 

14 

6699 

4 

5 

13.4000 

- 

58 

11/10/97 

9:11 

MRS 

MA-PUFF 

15 

6699 

4 

11 

13.7400 

" 

58 

11/10/97 

9:11 

MR 8 

MA-PUFF 

16 

6699 

4 

17 

13.3800 

- 

58 

11/10/97 

9:11 

MR 8 

MA-PUFF 

17 

6699 

S 

1 

13.9000 


58 

11/10/97 

11:11 

MR 8 

MA-PUFF 

18 

6699 

5 

5 

12.8200 

- 

58 

11/10/97 

11:11 

MR 8 

MA-PUFF 

19 

6699 

5 

11 

14.0800 


58 

'11/10/97 

11:11 

MRS 

MA-PUFF 

20 

6699 

5 

17 

13.3600 


58 

.11/10/97 

11:11 




Average : 

13.5650 








Std 

Dev : 

0.3364 





MR 8 

MA-TPM 

1 

6699 

1 

1 

46.8400 

- 

58 

11/07/97 

9:11 

MR 8 

MA-TPM 

2 

6699 

1 

5 

46.0200 

- 

58 

11/07/97 

9:11 

MRS 

MA-TPM 

3 

6699 

1 

11 

49.5990 


58 

11/07/97 

9:11 

MR 8 

MA-TPM 

4 

6699 

1 

17 

44.5200 

- 

58 

11/07/97 

9:11. 

MR 8 

MA-TPM 

5 

6699 

2 

1 

46.2600 


58 

11/07/97 

11:11 

MR8 

MA-TPM 

6 

6699 

2 

5 

45.2800 


58 

11/07/97 

11:11 

MRS 

MA-TPM 

7 

6699 

2 

11 

45.5800 


58 

11/07/97 

11:11 

MRS 

MA-TPM 

8 

6699 

2 

17 

45.4600 

- 

58 

11/07/97 

11:11 

MR 8 

MA-TPM 

9 

6699 

3 

1 

46.9400 

- 

58 

11/07/97 

12:11 

MR 8 

MA-TPM 

10 

6699 

3 

5 

39.7800 


58 

11/07/97 

12 : 11 

MR 8 

MA-TPM 

11 

6699 

3 

11 

45.4400 

- 

58 

11/07/97 

12 :11 

MR8 

MA-TPM 

12 

6699 

3 

17 

41.9590 

- 

58 

11/07/97 

12 : 11 

MR8 

MA-TPM 

13 

6699 

4 

1 

44.0400 

- 

58 

11/10/97 

9:11 

MR8 

MA-TPM 

14 

6699 

4 

5 

45,9400 


58 

11/10/97 

9 :11 

MR 8 

MA-TPM 

15 

6699 

4 

11 

43.1200 


58 

11/10/97 

9:11 

MR8 

MA-TPM 

16 

6699 

4 

17 

44.6590 

- 

58 

11/10/97 

9:11 

MRS 

MA-TPM 

17 

6699 

5 

1 

49.1800 


58 

11/10/97 

11:11 

MRS 

MA-TPM 

18 

6699 

.5 

5 

44.3200 

- 

58 

11/10/97 

11:11 

MR8 

MA-TPM 

19 

6699 

5 

11 

45.6800 

- 

58 

11/10/97 

11:11 

MR 8 

MA-TPM 

20 

6699 

5 

17 

44.7010 

“ 

58 

11/10/97 

11:11 




Average : 

45.2659 








Std 

Dev : 

2.1885 





MR8 

TIP-LENGTH 

1 




31.1000 

- 

PC3 9 8 

11/05/97 

1: 11 

MRS 

TIP-LENGTH 

2 




31.9000 


PC398 

11/05/97 

1:11 

MR8 

TIP-LENGTH 

3 




31.3000 

“ 

PC3 9 8 

11/05/97 

1:11 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-5 Confidential 

Report Date.: 11/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted..: 11/03/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type: inh Completed..: 11/20/97 

Activity....: TO0107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MR 8 

TIP-LENGTH 

4 




31.2000 

- 

PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

5 




31.1000 

. “ 

PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

6 




31.2000 


PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

7 




31.3000 

“ 

PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

8 




31.3000 

- 

PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

9 




31.2000 


PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

10 




31.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

11 




31.9000 

- 

PC398 

11/05/97 

1:11 

PM 

MRS 

TIP-LENGTH 

12 




31.2000 

... - 

PC39 8 

11/05/97 

1:11 

PM 

MRS 

TIP-LENGTH 

13 




31.9000 

- 

PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

14 




31.9000 


PC3 98 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

15 




31.3000 


PC398 

11/05/97 

1 I 11 

PM 

MR8 

TIP-LENGTH 

16 




31.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

17 




31.9000 

- 

PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

18 




31.1000 

- 

PC398 

11/05/97 

1:11 

PM 

MR8 

TIP-LENGTH 

19 




32.0000 

- 

PC398 

11/05/97 

1:11 

PM 

MR 8 

TIP-LENGTH 

20 




31.3000 

- 

PC398 

11/05/97 

1:11 

PM 




Average : 

31.4850 









Std 

Dev : 

0.3453 






MR 8 

MA-TAR 

1 

6699 

1 

1 

31.7737 

- 

n/a 

11/07/97 

9:11 

AM 

MR 8 

MA-TAR 

2 

6699 

1 

11 

33.0941 

- 

n/a 

11/07/97 

9:11 

AM 

MR8 

MA-TAR 

3 

6699 

1 

17 

31.3772 

- 

n/a 

11/07/97 

9:11 

AM 

MR 8 

MA-TAR 

4 

6699 

1 

5 

31,7240 

- 

n/a 

11/07/97 

9 :11 

AM 

MR8 

MA-TAR 

5 

6699 

3 

5 

29,4945 

- 

n/a 

11/07/97 

12:11 

PM 

MR 8 

MA-TAR 

6 

6699 

3 

11 

32.8519 

- 

n/a 

11/07/97 

12:11 

PM 

MR 8 

MA-TAR 

7 

6699 

5 

1 

33.6212 

" 

n/a 

11/10/97 

11:11 

AM 

MR 8 

MA-TAR 

8 

6699 

4 

11 

30.4241 

- 

n/a 

11/10/97 

9 :11 

AM 

MR8 

MA-TAR 

9 

6699 

4 

17 

31.6960 

- 

n/a 

11/10/97 

9 : 11 

AM 

MRS 

MA-TAR 

10 

6699 

2 

1 

31.5933 


n/a 

11/07/97 

11:11 

AM 

MR8 

MA-TAR 

11 

6699 

2 

5 

31.9075 

- 

n/a 

11/07/97 

11:11 

AM 

MR8 

MA-TAR 

12 

6699 

2 

17 

32.3109 

- 

n/a 

11/07/97 

11:11 

AM 

MR8 

MA-TAR 

13 

6699 

3 

1 

33.3201 


n/a 

11/07/97 

12:11 

PM 

MR8 

MA-TAR 

14 

6699 

3 

17 

30.7895 

- 

n/a 

11/07/97 

12:11 

PM 

MR 8 

MA-TAR 

15 

6699 

4 

1 

30.8430 

- 

n/a 

11/10/97 

9:11 

AM 

MR 8 

MA-TAR 

16 

6699 

4 

5 

31.8615 


n/a 

11/10/97 

9:11 

AM 

MR 8 

MA-TAR 

17 

6699 

5 

5 

31.2152 

- 

n/a 

11/10/97 

11:11 

AM 

MR 8 

MA-TAR 

18 

6699 

5 

11 

32.8437 

- 

n/a 

11/10/97 

11:11 

AM 

MR 8 

MA-TAR 

19 

6699 

5 

17 

30.6120 

- 

n/a 

11/10/97 

11:11 

AM 

MR 8 

MA-TAR 

20 

6699 

2 

11 

32.3216 


n/a 

11/07/97 

11:11 

AM 




Average : 

31.7838 









Std 

Dev : 

1.0550 






MRM8 

E-CTBWT 

1 




0.8064 

- 

310 

11/07/97 

7:11 

AM 

MRM8 

E-CTBWT 

2 




0.8136 

- 

310 

11/07/97 

8 :11 

AM 

MRM8 

E-CTBWT 

3 




0.8032 


310 

11/07/97 

8:11 

AM 

MRM8 

E-CTBWT 

4 




0.8097 

“ 

310 

11/07/97 

8:11 

AM 


Doc-Code: P0622 


Page 19 of 29 


PM3000396918 


Source: https://www.industrydocuments.ucsf.edu/docs/rpdl0001 














rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:30 PM 

Request.: MA97-5 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
11/03/97 

11/03/97 
11/20/97 
NOT APPROVED 


Description,: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


* * ★ * 

Sample 

DATA HAS NOT HAD 

Test 

FINAL 

# 

REVIEW/APPROVAL: SUBJECT TO 

Grp Ru Pt Data Value Rej 

CHANGE **** 

Apr Instr Report Date 




Average : 

0.8082 








Std 

Dev : 

0.0045 





MRM8 

E-CWT 

1 



1.1063 

- 

310 

11/07/97 

7:11 

MRM8 

E-CWT 

2 



1.1139 


310 

11/07/97 

8:11 

MRM8 

E-CWT 

3 



1.1025 


310 

.11/07/97 

8:11 

MRM8 

E-CWT 

4 



1.1075 

- 

310 

11/07/97 

8:11 




Average : 

1.1075 








Std 

Dev : 

0.0047 





MRM8 

E-P+PWT 

1 



0.2998 

- 

310 

11/07/97 

7:11 

MRM8 

E-PtPWT 

2 



0.3003 

- 

310 

11/07/97 

8:11 

MRM8 

E-P+PWT 

3 



0.2993 

- 

310 - 

JL1/Q7/97 

8:11 

MRM8 

E-P+PWT 

4 



0.2978 

“ 

310 

11/07/97 

8:11 




Average : 

0.2993 








Std 

Dev : 

0.0011 





MRM8 

FTC-BUTT 

1 



39.0000 

- 

PC398 

11/12/97 

10:11 




Average : 

39.0000 








Std 

Dev : 

0.0000 





MRM8 

MA-CO 

1 

6699 

1 4 

24.5000 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

2 

6699 

1 10 

24.3100 

- 

58 

11/07/97 

2 : 11 

MRM8 

MA-CO 

3 

6699 

1 15 

27.6500 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

4 

6699 

1 20 

25.1600 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

5 

6699 

2 4 

27.2900 


58 

11/07/97 

2:11 

MRM8 

MA-CO 

6 

6699 

2 10 

27.2100 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

7 

6699 

2 15 

26.2700 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

8 

6699 

2 20 

28.0600 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

9 

6699 

3 4 

27.9800 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

10 

6699 

3 10 

26.3100 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

11 

6699 

3 15 

27.1100 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

12 

6699 

3 20 

29.0700 

- 

58 

11/07/97 

2:11 

MRM8 

MA-CO 

13 

6699 

4 4 

25.4300 

" 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

14 

6699 

4 10 

24.9900 

- 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

15 

6699 

4 15 

25.9100 

“ 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

16 

6699 

4 20 

26.8700 

- 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

17 

6699 

5 4 

27.2000 

- 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

18 

6699 

5 10 

25.9900 

- 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

19 

6699 

5 15 

25,3300 

- 

58 

11/10/97 

11:11 

MRM8 

MA-CO 

20 

6699 

5 20 

26.9500 


58 

11/10/97 

11:11 




Average : 

26.4795 








Std 

Dev : 

1.2764 





MRM8 

MA-EVENT 

1 



22.0000 

- 

478 

11/07/97 

11:11 

MRM8 

MA-EVENT 

2 



19.0000 

“ 

478 

11/07/97 

11:11 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.; 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3-. 30 PM 

MA97-5 

E.Chambers/J.Garman 
inh 

TO 0107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description,: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

MRM8 

MA-EVENT 

3 

20.0000 


478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

4 

18 .Q000 


478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

5 

13.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

6 

21.0000 

- 

478 

11/07/97 11:11 AM 

MRM3 

MA-EVENT 

7 

16.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

8 

21.0000 

" 

478 

11/07/97 11:11 AM 

MRM8 

MA“EVENT 

9 

19.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

10 

18.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

11 

15.0000 


478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

12 

18.0000 


478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

13 

12.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

14 

#32E 

r 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

15 

17.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

16 

16.0000 

- 

478 

11/07/97 11:11 AM 

MEM 8 

MA-EVENT 

17 

17.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

18 

18.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

19 

23.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

20 

23.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

21 

22.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

22 

18.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

23 

18.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

24 

20.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

25 

21.0000 

- 

478 

”11/07/97 11:11 AM 

MRM8 

MA-EVENT 

26 

23.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

27 

23.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

28 

19.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

29 

21.0000 

- 

478 

11/07/97 11:11 AM 

MRU 8 

MA-EVENT 

30 

20.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

31 

19.0000 

- 

478 

11/07/97 11:11 AM 

Midi 8 

MA-EVENT 

32 

16.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

33 

23.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

34 

21.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

35 

20.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

36 

19.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

37 

20.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

38 

29.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

39 

30.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

40 

20.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

41 

27.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

42 

17.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

43 

15.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

44 

22.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

45 

15.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

46 

19.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

47 

17.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

48 

26.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

49 

24.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

50 

26.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

51 

16.0000 

- 

478 

11/07/97 11:11 AM 

MRM8 

MA-EVENT 

52 

20.0000 

- 

478 

11/07/97 11:11 AM 

Doc-Code: P0622 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data. For Request MA97-5 Confidential 

Date,: XL/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted..: 11/03/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

* + ** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

MRM8 

MA-EVENT 

53 

18.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

54 

18.0000 


478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

55 

21.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

56 

19.0000 

- 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

57 

15.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

58 

17.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

59 

19.0000 

- 

478 

11/07/97 

11:11 AM 

MKM8 

MA-EVENT 

60 

16.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

61 

23.0000 


478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

62 

27.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

63 

20.0000 

- 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

64 

18.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

65 

24.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

66 

25,0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

67 

19.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

68 

23.0000 

- 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

69 

15.0000 

- 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

70 

9.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

71 

28.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

72 

17.0000 

" 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

73 

19.0000 

“ 

478 

11/07/97 

11:11 AM 

MRMS 

MA-EVENT 

74 

20.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

75 

16.0000 

- 

478 

11/07/97 

11:11 AM 

MRM8 

MA-EVENT 

76 

17.0000 

" 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

77 

18.0000 


478 

11/10/97 

8 :11 AM 

MRM8 

MA-EVENT 

78 

25.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

79 

14.0000 


478 

11/10/97 

8:11 AM 

MRMS 

MA-EVENT 

80 

27.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

81 

20.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

82 

21.0000 


478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

33 

16.0000 


478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

84 

24.0000 


478 

11/10/97 

8:11 AM 

mrm8 

MA-EVENT 

85 

21.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

86 

16.0000 

“ 

478 

11/10/97 

8:11 AM 

MRMS 

MA-EVENT 

87 

18.0000 

" 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

88 

19.0000 

- 

478 

11/10/97 

8 :11 AM 

MRMS 

MA-EVENT 

89 

19.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

90 

21.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

91 

20.0000 


478 

11/10/97 

8 : 11 AM 

MRMS 

MA-EVENT 

92 

22.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

93 

22.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

94 

17.0000 


478 

11/10/97 

8:11 am 

MRM8 

MA-EVENT 

95 

18.0000 


478 

11/10/97 

8 :11 AM 

MRM8 

MA-EVENT 

96 

19.0000 

" 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

97 

19.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

98 

17.0000 

- 

478 

11/10/97 

8:11 AM 

MRM8 

MA-EVENT 

99 

26.0000 

- 

478 

11/10/97 

3:11 AM 

MRM8 

MA-EVENT 

100 

22.0000 

- 

478 

11/10/97 

8:11 AM 


Average : 19.7576 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-5 Confidential 

Report Date-.; 11/20/97 3; 30 PM Reported By: CHAMBERS, LIZ 

Request.: MA97-5 Submitted..; 11/Q3/97 

Submitter...; E.Chambers/J.Garman Received...; 11/03/97 

Request Type: inh Completed..; 11/20/97 

Activity....: T00107 Approved By; NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

it 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr 

Report Date 





Std 

Dev : 

3.7173 






MRM8 

MA-H20 

1 

6699 

1 4 

8.2984 

- 

GC3 61 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

2 

6699 

1 10 

7.6560 

- 

GC3 61 

11/1G/97. 

9:11 

AM 

MRM8 

MA-H20 

3 

6699 

1 15 

9.7867 

- 

GC3 61 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

4 

6699 

1 20 

8.8910 

" 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

5 

6699 

2 4 

9.4633 

- 

GC361 

11/10/97 

9 : 11 

AM 

MRM8 

MA-H20 

6 

6699 

2 10 

7.4140 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

7 

6699 

2 15 

8.3535 

- 

GC361 

11/10/97 

9 :11 

AM 

MRM8 

MA-H20 

8 

6699 

2 20 

8.4794 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

9 

6699 

3 4 

8.3874 


GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

10 

6699 

3 10 

7.6161 

“ 

GC3 61. 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

11 

6699 

3 15 

8.0722 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

12 

6699 

3 20 

8 .4779 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-H20 

13 

6699 

4 4 

9.6633 

- 

GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-H20 

14 

6699 

4 10 

8.8905 

- 

GC3 61 

11/11/97 

7:11 

AM 

MRM8 

MA-H20 

15 

6699 

4 15 

9.5577 

“ 

GC3 61 

11/11/97 

7; 11 

AM 

MRM8 

MA-H20 

16 

6699 

4 20 

9.1614 

" 

GC3 61 

11/11/97 

7:11 

AM 

MRM8 

MA-H20 

17 

6699 

5 4 

8.8573 


GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-H20 

18 

6699 

5 10 

7.9969 


GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-H20 

19 

6699 

5 15 

7.3848 


GC361 

11/11/97 

7 ill 

AM 

MRM8 

MA-H20 

20 

6699 

5 20 

7.8306 


GC361 

11/11/97 

7:11 

AM 




Average : 

8.5144 









Std 

Dev : 

0.7516 






MRM8 

MA-NIC 

1 

6699 

1 4 

1.9269 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

2 

6699 

1 10 

1.9286 

- 

GC361 

11/10/97 

9 :11 

AM 

MRM8 

MA-NIC 

3 

6699 

1 15 

1. 9624 


GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

4 

6699 

1 20 

2.0462 

“ 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

5 

6699 

2 4 

2.0201 

“ 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

6 

6699 

2 10 

1.9391 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

7 

6699 

2 15 

1.9386 

“ 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

8 

6699 

2 20 

1.9003 

- 

GC361 

11/10/97 

9 :11 

AM 

MRM8 

MA-NIC 

9 

6699 

3 4 

2.0766 


GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

10 

6699 

3 10 

1.9030 

- 

GC361 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

11 

6699 

3 15 

1.9567 

- 

GC361- 

11/10/97 

9:11 

AM 

MRM8 

MA-NIC 

12 

6699 

3 20 

2.1050 

- 

GC361 

11/10/97 

9 :11 

AM 

MRM8 

MA-NIC 

13 

6699 

4 4 

1.9555 

- 

GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-NIC 

14 

6699 

4 10 

1.8945 

- 

GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-NIC 

15 

6699 

4 15 

1.9668 

- 

GC361 

11/11/97 

7:11 

AIL 

MRM8 

MA-NIC 

16 

6699 

4 20 

1.9325 


GC361 

.11/11/97 

7:11 

AM 

MRM8 

MA-NIC 

17 

6699 

5 4 

1.9089 

- 

GC361 

11/11/97 

.7:11 

AM 

MRM8 

MA-NIC 

18 

6699 

5 10 

1.9580 

" 

GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-NIC 

19 

6699 

5 15 

1.8382 

- 

GC361 

11/11/97 

7:11 

AM 

MRM8 

MA-NIC 

20 

6699 

.5 20 

1.9001 

“ 

GC361 

11/11/97 

7:11 

AM 




Average : 

1.9529 









Std 

Dev : 

0.0651 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.; 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J.Carman 
inh 

TO 0107 


Reported By: 
Submitted..: 
Received...: 
Completed.. : 
Approved By: 


CHAMBERS, LIZ. 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

ft 

Grp 

Ru Pt 

Data Value Rej 

Apr 

Instr 

Report Date 

MRM8 

MA-NIC-FLR 

1 



13.9900 

- 

398 

11/20/97 

1:11 PM 

MRM8 

MA-NIC-FLR 

2 



14.0100 


398 

11/20/97 

1:11 PM 

MRM8 

MA-NIC-FLR 

3 



13.7100 


398 

11/20/97 

1:11 PM 




Average : 

13.9033 








Std 

Dev : 

0.1677 





MRM8 

MA-PH 

1 



5.3940 

- 

58 

11/12/97 

12:11 PM 

MRM8 

MA-PH 

2 



5.3410 

- 

58 

11/12/97 

12:11 PM 

MEM 8 

MA-PH 

3 



5.3970 

" 

58 

11/12/97 

12:11 PM 




Average : 

5.3773 








std 

Dev : 

0.0315 





MRM8 

MA-PUFF 

1 

6699 

1 4 

13.8000 

- 

58 

11/07/97 

9:11 AM 

MRM8 

MA-PUFF 

2 

6699 

1 10 

13.5200 

- 

58 

11/07/97 

9:11 AM 

MEM 8 

MA-PUFF 

3 

6699 

1 15 

12.8200 

- 

58 

11/07/97 

9:11 AM 

MRM8 

MA-PUFF 

4 

6699 

1 20 

12.6400 


58 

11/07/97 

9:11 AM 

MRM8 

MA-PUFF 

5 

6699 

2 4 

14.1400 

- 

58 

11/07/97 

11:11 AM 

MRM8 

MA-PUFF 

6 

6699 

2 10 

12.7400 


58 

.11/07/97 

11:11 AM. 

MRM8 

MA-PUFF 

7 

6699 

2 15 

12.8200 


58 

_11/07/97 

11:11 AM 

MRM8 

MA-PUFF 

8 

6699 

2 20 

12.7200 

“ 

58 

11/07/97 

11:11 AM 

MRM8 

MA-PUFF 

9 

6699 

3 4 

13.1800 

- 

58 

11/07/97 

12:11 PM 

MEM 8 

MA-PUFF 

10 

6699 

3 10 

13.0200 

- 

58 

11/07/97 

12:11 PM 

MRM8 

MA-PUFF 

11 

6699 

3 15 

13.5000 

- 

58 

11/07/97 

12:11 PM 

MRM8 

MA-PUFF 

12 

6699 

3 20 

13.5000 

- 

58 

11/07/97 

12:11 PM 

MRM8 

MA-PUFF 

13 

6699 

4 4 

12.8600 


58 

11/10/97 

9:11 AM 

MRM8 

MA-PUFF 

14 

6699 

4 10 

13.3800 

" 

58 

11/10/97 

9 :11 AM 

MRM8 

MA-PUFF 

15 

6699 

4 15 

12.8200 


58 

11/10/97 

9:11 M 

MRM8 

MA-PUFF 

16 

6699 

4 20 

12.4200 

" 

58 

11/10/97 

9:11 AM 

MRMS 

MA-PUFF 

17 

6699 

5 4 

12.5800 

- 

58 

11/10/97 

11:11 AM 

MRM8 

MA-PUFF 

18 

6699 

5 10 

13.2600 

- 

58 

11/10/97 

11:11 AM 

MRMS 

MA-PUFF 

19 

6699 

5 15 

12.8800 


58 

11/10/97 

11:11 AM 

MRM8 

MA-PUFF 

20 

6699 

5 20 

12.7200 


58 

11/10/97 

11:11 AM 




Average : 

13.0660 








Std 

Dev : 

0.4511 





MRMS 

MA-TPM 

1 

6699 

1 4 

36.2400 

- 

58 

11/07/97 

9 :11 AM 

MRM8 

MA-TPM 

2 

6699 

1 10 

35.8600 

" 

58 

11/07/97 

9:11 AM 

MRM8 

MA-TPM 

3 

6699 

1 15 

39.0000 


58 

11/07/97 

9 :11 AM 

MRM8 

MA-TPM 

4 

6699 

1 20 

38.0400 


58 

11/07/97 

9:11 AM 

MRMS 

MA-TPM 

5 

6699 

2 4 

39.1600 

- 

58 

11/07/97 

11:11 AM 

MRM8 

MA-TPM 

6 

6699 

2 10 

35.9600 

“ 

58 

11/07/97 

11:11 AM 

MRM8 

MA-TPM 

7 

6699 

2 15 

36.9600 

- 

58 

11/07/97 

11:11 AM 

MRMS 

MA-TPM 

8 

6699 

2 20 

37.5000 

“ 

58 

11/07/97 

11:11 AM 

MRM8 

MA-TPM 

9 

6699 

3 4 

39.3200 

- 

58 

11/07/97 

12:11 PM 

MRM8 

MA-TPM 

10 

6699 

3 10 

37.0610 


58 

11/07/97 

12:11 PM 

MRM8 

MA-TPM 

11 

6699 

3 15 

37.8200 

- 

58 

11/07/97 

12:11 PM 

MRM8 

MA-TPM 

12 

6699 

3 20 

39.9600 


58 

11/07/97 

12:11 PM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-5 Confidential. 

Report Date,; 11/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted..: 11/03/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type: inh Completed..: 11/20/97 

Activity....: T00107 Approved Bv: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MRM8 

MA-TPM 

13 

6699 

4 

4 

39.0000 

- 

58 

11/10/97 

9:11 

AM 

MRM8 

MA-TPM 

14 

6699 

4 

10 

38.0000 


58 

11/10/97 

9:11 

AM 

MRMS 

MA-TPM 

15 

6699 

4 

15 

39.0200 

- 

58 

11/10/97 

9:11 

AM 

MRM3 

MA-TPM 

16 

6699 

4 

20 

38.4200 

- 

58 

11/10/97 

9:11 

AM 

MRM8 

MA-TPM 

17 

6699 

5 

4 

37.7400 

" 

58 

11/10/97 

11:11 

AM 

MRM8 

MA-TPM 

18 

6699 

5 

10 

37.4000 


58 

11/10/97 

11:11 

AM 

MRMS 

MA-TPM 

19 

6699 

5 

15 

35.8200 

- 

58 

11/10/97 

11:11 

AM 

MRM8 

MA-TPM 

20 

6699 

5 

20 

36.2600 

- 

58 

11/10/97 

11:11 

AM 




Average : 

37.7271 









std 

Dev : 

1.2763 






MRM8 

TIP-LENGTH 

1 




35.9000 

- 

PC3 98 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

2 




35.8000 

" 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

3 




35.9000 

“ 

PC3 9 8 

11/05/97 

1:11 

PM 

MRMS 

TIP-LENGTH 

4 




35.9000 

“ 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

5 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MRMS 

TIP-LENGTH 

6 




35.1000 

- 

PC398. 

11/05/97 

1:11 

PM, 

MRM8 

TIP-LENGTH 

7 




35.8000 

- 

PC398 

11/05/97 

1:11 

PM 

MRMS 

TIP-LENGTH 

8 




35.9000 

~ 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

9 




35.5000 

" 

PC398 

11/05/97 

10.1 

PM 

MRM8 

TIP-LENGTH 

10 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

11 




36.0000 

- 

PC39 8 

11/05/97 

1:11 

PM 

MRMS 

TIP-LENGTH 

12 




36.1000 

- 

PC398 

11/05/97 

1:11 

PM 

MRMS 

TIP-LENGTH 

13 




35.9000 

- 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

14 




36.0000 

- 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

15 




36.0000 

- 

PC3 98 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

16 




35.0000 

“ 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

17 




35.1000 

- 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

18 




37.0000 

“ 

PC3 98 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

19 




36.0000 

" 

PC398 

11/05/97 

1:11 

PM 

MRM8 

TIP-LENGTH 

20 




36.0000 

" 

PC39 8 

11/05/97 

1:11 

PM 




Average : 

35.8850 









Std 

Dev : 

0.3964 






MRM8 

MA-TAR 

1 

6699 

1 

15 

27.2509 

- 

n/a 

11/07/97 

9:11 

AM 

MRM8 

MA-TAR 

2 

6699 

2 

15 

26.6679 

- 

n/a 

11/07/97 

11:11 

AM 

MRM8 

MA-TAR 

3 

6699 

1 

4 

26.0147 

- 

n/a 

11/07/97 

9:11 

AM 

MRMS 

MA-TAR 

4 

6699 

1 

10 

26.2754 

- 

n/a 

11/07/97 

9:11 

AM 

MRMS 

MA-TAR 

5 

6699 

3 

4 

28,8560 


n/a 

11/07/97 

12:11 

TM 

MRM8 

MA-TAR 

6 

6699 

3 

10 

27.5419 

- 

n/a 

11/07/97 

12 :11 

PM 

MRM8 

MA-TAR 

7 

6699 

4 

20 

27.3261 


n/a 

11/10/97 

9:11 

AM 

MRM8 

MA-TAR 

8 

6699 

5 

4 

26.9738 

- 

n/a 

11/10/97 

11:11 

AM 

MRM8 

MA-TAR 

9 

6699 

4 

10 

27.2150 

- 

n/a 

11/10/97 

9:11 

AM 

MRM8 

MA-TAR 

10 

6699 

4 

15 

27.4955 

- 

n/a 

11/10/97 

9:11 

AM 

MRM8 

MA-TAR 

11 

6699 

1 

20 

27.1028 

- 

n/a 

11/07/97 

9:11 

AM 

MRM8 

MA-TAR 

12 

6699 

2 

4 

27.6766 

- 

n/a 

11/07/97 

11:11 

AM 

MRM8 

MA-TAR 

13 

6699 

2 

20 

27.1203 

- 

n/a 

11/07/97 

11:11 

AM 

MRMS 

MA-TAR 

14 

6699 

3 

15 

27.7911 

- 

n/a 

11/07/97 

12;11 

.PM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity... . : 


11/20/97 3:30 PM 

MA97-5 

E.Chambers/J,Garman 

inh 

TOO 107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved. By: 


CHAMBERS,LIZ 
11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE “ TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DA tA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE ***+ 


Sample 

Test 

# 

Grp 

RU 

pt 

Data Value Rej Apr 

Instr 

Report Date 

MRM8 

MA-TAR 

15 

6699 

3 

20 

29.3771 

n/a 

11/07/97 

12:11 

MRM8 

HA“TAR 

16 

6699 

4 

4 

27.3812 

n/a 

11/10/97 

9:11 

MRM8 

MA-TAR 

17 

6699 

5 

10 

27.4451 

n/a 

11/10/97 

11:11 

MRM8 

MA-TAR 

18 

6699 

5 

15 

26.5970 

n/a 

11/10/97 

11:11 

mrmr 

MA-TAR 

19 

6699 

5 

20 

26.4793 

n/a 

11/10/97 

11:11 

MRM8 

MA-TAR 

20 

6699 

2 

10 

26.6069 

n/a 

11/07/97 

11:11 




Average : 

27.2597 







std 

Dev : 

0.7996 
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rawdata 


PRODUCT TESTING LABORATORY 

Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter.,.: 
Request Type: 
Activity....; 


11/ 2( V97 3:30 PM 

MA97-5 

E . Chambers/J. Gaman 
inh 

T0Q107 


Reported By: 

Submitted..: 

Received...: 

Completed,.: 
Approved By: 


CHAMBERS,LIZ 

11/03/97 
11/03/97 
11/20/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

f 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


*********************** 

M 0 N I 

TOR 

D 

A T A *********************** 



im#16 

MA-CO 

1 

6699 

1 

6 

28.0500 

- 

58 

11/07/97 

2:11 

PM 

IMS 16 

MA-CO 

2 

6699 

1 

8 

27.6600 

- 

58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

3 

6699 

1 

14 

27.1200 

- 

58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

4 

6699 

1 

16 

27.8600 

“ 

58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

5 

6699 

2 

6 

29.3100 

- 

58 

.11/07/97 

2:11 

PM 

IM#16 

MA-CO 

6 

6699 

2 

8 

29.1400 


53 

11/07/97 

2:11 

PM 

IMS 16 

MA-CO 

7 

6699 

2 

14 

27.9200 

“ 

58 

11/07/97 

2 : 11 

PM 

IM#16 

MA-CO 

8 

6699 

2 

16 

26.3100 


58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

9 

6699 

3 

6 

28.3900 

- 

58 

. 11/07/97 

2:11 

PM 

IM#16 

MA-CO 

10 

6699 

3 

8 

26.7100 

- 

58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

11 

6699 

3 

14 

28.3700 


58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

12 

6699 

3 

16 

27.7200 

" 

58 

11/07/97 

2:11 

PM 

IM#16 

MA-CO 

13 

6699 

4 

6 

27.7100 

- 

58 

11/10/97 

11:11 

AM 

IMS16 

MA-CO 

14 

6699 

4 

8 

25.9700 

- 

58 

11/10/97 

11:11 

AM 

IMS16 

MA-CO 

15 

6699 

4 

14 

26.7800 

- 

58 

11/10/97 

11:11 

AM 

IM#16 

MA-CO 

16 

6699 

4 

16 

26.4500 

“ 

58 

11/10/97 

11:11 

AM 

IM#16 

MA-CO 

17 

6699 

5 

6 

26.8000 


58 

11/10/97 

11:11 

AM 

IM#16 

MA-CO 

18 

6699 

5 

8 

25.9100 

- 

58 

11/10/97 

11:11 

AM 

IMS16 

MA-CO 

19 

6699 

5 

14 

27.0900 

- 

58 

11/10/97 

11:11 

AM 

IMS16 

MA-CO 

20 

6699 

5 

16 

27.7100 

” 

58 

11/10/97 

11:11 

AM 




Average : 

27.4490 









Std 

Dev : 

0.9615 







IMS16 

MA-H20 

1 

6699 

1 

6 

16.6727 

- 

GC3 61 

11/10/97 

9:11 

AM 

IMS 16 

MA-H20 

2 

6699 

1 

8 

15.6315 


GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-H20 

3 

6699 

1 

14 

14.5880 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-H20 

4 

6699 

1 

16 

14.6754 

- 

GC361 

11/10/97 

9:11 

AM 

im#i6 

MA-H20 

5 

6699 

2 

6 

17.7591 


GC361 

11/10/97 

9 : 11 

AM 

IM#16 

MA-H20 

6 

6699 

2 

8 

15.3284 


GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-H20 

7 

6699 

2 

14 

13.7873 

- 

GC361 

11/10/97 

9:11 

AM 

IMS 16 

MA-H20 

8 

6699 

2 

16 

13.1894 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-H20 

9 

6699 

3 

6 

14.3497 

- 

GC361 

11/10/97 

9 :11 

AM 

IMS16 

MA-H20 

10 

6699 

3 

8 

13.2150 

“ 

GC361 

11/10/97 

9 :11 

AM 

IMS16 

MA-H2G 

11 

6699 

3 

14 

12.1926 

- 

GC361 

.11/10/97 

9:11 

AM 

IM#16 

MA-H20 

12 

6699 

3 

16 

11.5782 


GC3 61 

11/10/97 

9 :11 

AM 

IM#16 

MA-H20 

13 

6699 

4 

6 

14.6431 

- 

GC361 

11/11/97 

7:11 

AM 

IMS 16 

MA-H20 

14 

6699 

4 

8 

14.1887 

" 

GC361 

11/11/97 

7 :11 

AM 

XM# 16 

MA-H2Q 

15 

6699 

4 

14 

15.2386 

- 

GC361 

11/11/97 

7:11 

AM 

IMS 16 

MA-H20 

16 

6699 

4 

16 

13.8861 


GC3 61 

11/11/97 

7:11 

AM 

IMS16 

MA-H20 

17 

6699 

5 

6 

15.1178 


GC3 61 

11/11/97 

7:11 

AM 

IMS16 

MA-H20 

18 

6699 

5 

a 

15.0204 

- 

GC361.il/ll/97 

7:11 

AM 

IMS16 

MA-H20 

19 

6699 

5 

14 

15.5201 


GC361 

11/11/97 

7:11 

AM 

IMS16 

MA-H20 

20 

6699 

5 

16 

16.2393 

“ 

GC361 

11/11/97 

7:11 

AM 




Average : 

14.6411 









Std 

Dev : 

1.4594 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-5 Confidential 

Report Date.: 11/20/97 3:30 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-5 submitted..: 11/03/97 

Submitter...: E.Chambers/J.German Received...: 11/03/97 

Request Type: inh Completed,.: 11/20/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description,; MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA,COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


IM#16 

MA-NIC 

1 

6699 

1 

6 

2.0216 


GC361 

11/10/97 

9:11 

AM 

Im#16 

MA-NIC 

2 

6699 

1 

8 

1.9066 


GC3 61 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

3 

6699 

1 

14 

1.9179 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

4 

6699 

1 

16 

1.B763 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

5 

6699 

2 

6 

2.0583 

“ 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

6 

6699 

2 

8 

1.9810 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

7 

6699 

2 

14 

1.9282 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

8 

6699 

2 

16 

1.7533 

- 

GC361 

11/10/97 

9:11 

AM 

IM# 16 

MA-NIC 

9 

6699 

3 

6 

2.0511 

“ 

GC361 

11/10/97 

9:11 

AM 

IM# 16 

MA-NIC 

10 

6699 

3 

8 

1.9202 


GC361 

11/10/97 

9:11 

AM 

IM# 16 

MA-NIC 

11 

6699 

3 

14 

1.8889 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

12 

6699 

3 

16 

1.9298 

- 

GC361 

11/10/97 

9:11 

AM 

IM#16 

MA-NIC 

13 

6699 

4 

6 

1.9451 

- 

GC361 

11/11/97 

7:11 

AM 

IM#16 

MA-NIC 

14 

6699 

4 

8 

1.8332 

- 

GC361 

11/11/97 

7:11 

AM 

IM#16 

MA-NIC 

15 

6699 

4 

14 

1.9902 

- 

GC361 

11/11/97 

7:11 

AM 

IM# 16 

MA-NIC 

16 

6699 

4 

16 

1.9062 

- 

GC361 

11/11/97 

7:11 

AM 

IM#16 

MA-NIC 

17 

6699 

5 

6 

1.9549 

- 

GC361 

11/11/97 

7 :11 

AM 

IM#16 

MA-NIC 

18 

6699 

5 

8 

1.9446 

- 

GC361 

11/11/97 

7 :11 

AM 

IM#16 

MA-NIC 

19 

6699 

5 

14 

1.9700 

~ 

GC361 

.11/11/97 

7:11 

AM 

IM# 16 

MA-NIC 

20 

6699 

5 

16 

1.8892 

- 

GC3 61 

11/11/97 

7 : 11 

AM 




Average : 

1.9333 









Std 

Dev : 

0.0712 







IM# 16 

MA-PUFF 

1 

6699 

1 

6 

11.1600 

- 

58 

11/07/97 

9:11 AM 

IM#16 

MA-PUFF 

2 

6699 

1 

8 

10.7600 

- 

58 

11/07/97 

9:11 AM 

IMifl6 

MA-PUFF 

3 

6699 

1 

14 

10,6600 

- 

58 

11/07/97 

9:11 AM 

IM#16 

MA-PUFF 

4 

6699 

1 

16 

10.5400 

- 

58 

11/07/97 

9:11 AM 

IM# 16 

MA-PUFF 

5 

6699 

2 

6 

11.5000 

- 

58 

11/07/97 

11:11 AM 

IM#16 

MA-PUFF 

6 

6699 

2 

8 

10.8800 

- 

58 

11/07/97 

11:11 AM 

IM#16 

MA-PUFF 

7 

6699 

2 

14 

10.8200 

- 

58 

11/07/97 

11:11 AM 

IM#16 

MA-PUFF 

8 

6699 

2 

16 

10.5400 


58 

11/07/97 

11:11 AM 

IM#16 

MA-PUFF 

9 

6699 

3 

6 

10.8200 

“ 

58 

11/07/97 

12:11.PM 

IM# 16 

MA-PUFF 

10 

6699 

3 

8 

10.6800 


58 

11/07/97 

12:11 PM 

IM# 1 6 

MA-PUFF 

11 

6699 

3 

14 

10.2800 

- 

58 

11/07/97 

12:11 PM 

IM# 16 

MA-PUFF 

12 

6699 

3 

16 

10.4400 

“ 

58 

11/07/97 

12:11 PM 

IM#16 

MA-PUFF 

13 

6699 

4 

6 

10.6000 

- 

58 

11/10/97 

9:11 AM 

IM# 16 

MA-PUFF 

14 

6699 

4 

8 

11.2400 

- 

58 

11/10/97 

9:11 AM 

IM#16 

MA-PUFF 

15 

6699 

4 

14 

10.9600 


58 

11/10/97 

9:11 AM 

IM# 16 

MA-PUFF 

16 

6699 

4 

16 

10.8200 

- 

58 

11/10/97 

9:11 AM 

IM# 16 

MA-PUFF 

17 

6699 

5 

6 

10.7000 

- 

58 

11/10/97 

11:11 AM 

IM#16 

MA-PUFF 

18 

6699 

5 

8 

10.7400 


58 

11/10/97 

11:11 AM 

IM# 16 

MA-PUFF 

19 

6699 

5 

14 

10.8200 

- 

. 58 

11/10/97 

11:11 AM 

IM#16 

MA-PUFF 

20 

6699 

5 

16 

10.7400 

- 

58 

11/10/97 

11:11 AM 




Average : 

10.7850 








Std 

Dev : 

0.2782 
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raw-data 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-5 


Philip Morris USA 
Confidential 


Report Date.-. 1.3./20/97 3:30 PM Reported. By: CHAMBERS,LIZ 

Request.: MA97-5 Submitted..: 11/03/97 

Submitter...: E.Chambers/J.Garman Received...: 11/03/97 

Request Type: inh Completed..: 11/20/97 

Activity. ...: T00107 Approved By: NOT approved 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value Rej Apr 

Instr 

Report Date 

IM#16 

MA-TPM 

1 

6699 

1 6 

49.6990 

58 

11/07/97 

9:11 AM 

IM#16 

MA-TPM 

2 

6699 

1 8 

47.6000 

58 

11/07/97 

9:11 AM 

IM# 16 

MA-TPM 

3 

6699 

1 14 

45.4600 

53 

11/07/97 

9:11 AM 

IM#16 

MA-TPM 

4 

6699 

1 16 

45.6410 

58 

11/07/97 

9:11 AM 

IM#16 

MA-TPM 

5 

6699 

1 6 

51.5800 

53 

11/07/97 

11:11 AM 

IM#16 

MA-TPM 

6 

6699 

2 8 

47.0200 

58 

11/07/97 

11:11 AM 

IM#16 

MA-TPM 

7 

6699 

2 14 

45.3000 

58 

11/07/97 

11:11 AM 

IM#16 

MA-TPM 

8 

6699 

2 16 

43.2200 

58 

.11/07/97 

11:11 AM 

IM#16 

MA-TPM 

9 

6699 

3 6 

46.8000 

58 

11/07/97 

12:11 PM 

IM#16 

MA-TPM 

10 

6699 

3 8 

44.4000 

58 

11/07/97 

12:11 PM 

IM#16 

MA-TPM 

11 

6699 

3 14 

44.0200 

58 

11/07/97 

12:11 PM 

IM#16 

MA-TPM 

12 

6699 

3 16 

42.2000 

58 

11/Q7/97 

12:11 PM 

IM#16 

MA-TPM 

13 

6699 

4 6 

46.0210 

58 

11/10/97 

9:11 AM 

IM#16 

MA-TPM 

14 

6699 

4 8 

44.9400 

58 

11/10/97 

9:11 AM 

IM# 16 

MA-TPM 

15 

6699 

4 14 

46.8800 

58 

11/10/97 

9:11 AM 

IM#16 

MA-TPM 

16 

6699 

4 16 

45.1190 

58 

11/10/97 

9:11 AM 

IM#16 

MA-TPM 

17 

6699 

5 6 

46.2010 

58 

11/10/97 

11:11 AM 

IM#16 

MA-TPM 

18 

6699 

5 8 

46.4400 

58 

11/10/97 

11:11 AM 

IM#16 

MA-TPM 

19 

6699 

5 14 

47.6600 

58 

11/10/97 

11:11 AM 

IM#16 

MA-TPM 

20 

6699 

.. 5 16 

47.8000 

58 

. 11/10/97 

11:11 AM 




Average : 

46.2001 







Std 

Dev : 

2.1364 




IM#16 

MA-TAR 

1 

6699 

1 6 

31.0047 

58 

11/07/97 

9:11 AM 

IM#16 

MA-TAR 

2 

6699 

1 8 

30.0619 

58 

11/07/97 

9:11 AM 

IM#16 

MA-TAR 

3 

6699 

1 14 

28.9541 

58 

11/07/97 

9;11 AM 

IM#16 

MA-TAR 

4 

6699 

1 16 

29.0893 

58 

. 11/07/97 

. 9:11 AM 

IMttl6 

MA-TAR 

5 

6699 

2 6 

31.7626 

58 

11/Q7/97 

11:11 AM 

IM#16 

MA-TAR 

6 

6699 

2 8 

29.7106 

58 

11/07/97 

11:11 AM 

IM#16 

MA-TAR 

7 

6699 

2 14 

29.5845 

58 

11/07/97 

11:11 AM 

IM#16 

MA-TAR 

8 

6699 

2 16 

28.2773 

58 

11/07/97 

11:11 AM 

IM#16 

MA-TAR 

9 

6699 

3 6 

30.3992 

58 

11/07/97 

12:11 PM 

IM#16 

MA-TAR 

10 

6699 

3 8 

29.2648 

58 

11/07/97 

12:11 PM 

IMS16 

MA-TAR 

11 

6699 

3 14 

29.9385 

58 

_ll/07/97 

12:11 PM 

im#16 

MA-TAR 

12 

6699 

3 16 

28,6920 

58 

11/07/97 

12:11 PM 

IM# 16 

MA-TAR 

13 

6699 

4 6 

29.4328 

58 

11/10/97 

9:11 AM 

IM# 16 

MA-TAR 

14 

6699 

4 8 

23.9181 

58 

11/10/97 

9:11 AM 

IM«16 

MA-TAR 

15 

6699 

4 14 

29.6512 

58 

11/10/97 

9:11 AM 

IMH16 

MA-TAR 

16 

6699 

4 16 

29.3267 

58 

11/10/97 

9:11 AM 

IM#16 

MA-TAR 

17 

6699 

5 6 

29,1283 

58 

11/10/97 

11:11 AM 

IM#16 

MA-TAR 

18 

6699 

5 8 

29.4750 . 

58 

11/10/97 

11:11 AM 

IM#16 

MA-TAR 

19 

6699 

5 14 

30.1699 

58 

.11/10/97 

11:11 AM 

IM#16 

MA-TAR 

20 

6699 

5 16 

29.6715 

58 

11/10/97 

11:11 AM 




Average : 

29.6257 







std 

Dev : 

0.7986 
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END 


MONITOR 


DATA 


****************** 


Notations: 

MR8 - MARLBORO 100 20'S <SP) 

ML8 - MARLBORO LIGHTS 100 20'S (SP) 

ML8M - MARLBORO LIGHTS MENTHOL 100 20'S (SP) 
MRM8 - MARLBORO MEDIUM 100 20'S (SP) 


cc: REQUESTOR ONLY 
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